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भाग IV 
[PART IV] 


[गैर-सरकारी व्यक्तियों और गैर-सरकारी संस्थाओं के विज्ञापन और सूचनाएं] 


[ Advertisements and Notices issued by Private Individuals and Private Bodies] 


NOTICE 


NO LEGAL RESPONSIBILITY IS ACCEPTED FOR 
THE PUBLICATION OF ADVERTISEMENTS/PUBLIC NOTICES 
IN THIS PART OF THE GAZETTE OF INDIA. PERSONS 
NOTIFYING THE ADVERTISEMENTS/PUBLIC NOTICES 


WILL REMAIN SOLELY, RESPONSIBLE FOR THE LEGAL 
CONSEQUENCES AND ALSO FOR ANY OTHER 
MISREPRESENTATION ETC. 


BY ORDER 
Controller of Publication 


CHANGE OF NAME 


I, SHAISTA SULTANA W/o ASIF MALIK, R/o H.No.- 
96, Supreme Enclave, Mayur Vihar, Ph-l, East Delhi-009], 
have changed the name of my minor daughter SAYEDA 
SAFA, aged l6 years and she shall hereafter be known as 
SAFA SAYEDA. 


It is certified that I have complied with other legal 
requirements in this connection. 

SHAISTA SULTANA 

[Signature of Guardian] 


I—90 GI/2024 (329) 


I hitherto known as KAVITA W/o SUSHIL KUMAR, 
R/o C-43, Shalimar Garden, Extension-2, Sahibabad, 
Ghaziabad, UP-20l005, have changed my name and shall 
hereafter be known as KAVITA YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAVITA 
[Signature (in existing old name)] 


I hitherto known as RAJU S/o MOHD SHAFEEQ, 
R/o 3, BLK-C A F Enclave-II, Shaheen Bagh, Jamia Nagar, 
New Delhi-0025, have changed my name and shall hereafter 
be known as MOHD ATEEK QURESHI. I have changed 
only my name not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU 
[Signature (in existing old name)] 
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I hitherto known as MOHAMMAD JAINUL ABEDIN 
alias MD. JAINUL ABDIN son of Late MD. BAHAUDDIN, 
residing at-Nayagaon (W), Ward No.-l0, Post-Nayagaon (E), 
P.S-Shyampur Bhathan, District-Sheohar, Bihar-843329, 
(India), have changed my name and shall hereafter be known 
as MD SHAHNAWAZ ABEDIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD JAINUL ABEDIN 
alias MD. JAINUL ABDIN 
[Signature (in existing old name)] 


I hitherto known as SHASHANK S alias SHASHANK 
SASIKUMAR S/o SASIKUMAR KRISHNAN, residing at 
D006, Samhita Rainbow MTB, next to Jain Temple, VIBGYOR 
High School Road, Thubarahalli, Bangalore-560066, have 
changed my name and shall hereafter be known as 
SHASHANK SASIKUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHASHANK S alias SHASHANK SASIKUMAR 
[Signature (in existing old name)] 


I hitherto known as SALMAN S/o MOHD. MAZHAR UI 
HAQUE, R/o D-l63, Near Nagar Nigam Primary School, 
Sector-24, J.J Colony, Rohini, North West Delhi, Delhi-0085, 
have changed my name and shall hereafter be known as 
MOHAMMED SALMAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SALMAN 
[Signature (in existing old name)] 


I hitherto known as VIVEK KUMAR S/o BABULAL 
PASWAN, presently residing at Gali No.-7, lst Floor Radha 
Vihar Part-2, Mukund Pur, Extension Delhi-l0042, 
Permanently residing at Vill-Mandar, PO-Poldih Jagdishpur, 
PS-Hussainabad, VTC: Mandar, PO: Japla, Sub District: 
Hussainabad, District: Palamu, State: Jharkhand, Pin Code: 822]6, 
have changed my name and shall hereafter be known as 
JEETENDRA RAM. 

It is certified that I have complied with other legal 


requirements in this connection. 


VIVEK KUMAR 
[Signature (in existing old name)] 


I hitherto known as CHANDRCLA DEVI W/o DAN 
SINGH, R/o Mangaro, Bandar Khutka, PO-Takulsari, Distt.- 
Pauri Garhwal, Uttarakhand -246276, have changed my name 
and shall hereafter be known as CHANDRA KALA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDRCLA DEVI 
[Signature (in existing old name)] 


T hitherto known as MOHIT KUMAR S/o SUNIL BAGDE, 
residing at B-25, Madhu Kunj Gali North Ghonda, Delhi, 
Pin: !0053, Delhi, India, have changed my name and shall 
hereafter be known as MOHIT KUMAR BAGDE. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHIT KUMAR 
[Signature (in existing old name)] 


I hitherto known as VRINDIKA CHADHA alias 
VRINDIKA A MALIK D/o LOVEKESH KAMAL CHADHA 
W/o ANKIT MALIK, , (९/०-४-०/7, DLF Phase-III, Near City 
Club, DLF Phase-III, DLF Phase-III, Gurgaon, Haryana-2200, 
have changed my name and shall hereafter be known as 
VRINDIKA A MALIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


VRINDIKA CHADHA alias VRINDIKA A MALIK 
[Signature (in existing old name)] 


I hitherto known as DEEPAK KUMAR MEHRA alias 
DEEPAK MEHRA S/o ROSHAN LAL MEHRA, R/o 40 
Uday Park, Andrewsganj, South Delhi, Delhi-!0049, have 
changed my name and shall hereafter be known as DEEPAK 
MEHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPAK KUMAR MEHRA alias DEEPAK MEHRA 
[Signature (in existing old name)] 


Thitherto known as RITESH S/o RAM PUKAR, R/o O-8, 
Mangol Puri, North West Delhi, Delhi-!0083, have changed 
my name and shall hereafter be known as RITESH 
KUSHWAHA. 


It is certified that I have complied with other legal 
requirements in this connection. 

RITESH 

[Signature (in existing old name)] 
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T hitherto known as RASHI ADVANI D/o KISHAN LAL 
ADVANI W/o VARUN KUMAR, R/o 235, First Floor, Kalyan 
Vihar, Near Police Chowki, Kalyan Vihar, Delhi-!0009, have 
changed my name and shall hereafter be known as RASHI 
VARUN KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RASHI ADVANI 
[Signature (in existing old name)] 


I hitherto known as AYUSHKUMAR MANOJ KUMAR 
LAHOTY S/o MANOJ KUMAR LAHOTY, R/o L-I39, 
Block-L, Shastri Nagar, North West Delhi, Delhi-l0052, have 
changed my name and shall hereafter be known as AYUSH 
LAHOTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


AYUSHKUMAR MANOJ KUMAR LAHOTY 
[Signature (in existing old name)] 


I hitherto known as HARDIK S/o NARESH KUMAR, 
R/o H.No.-25/l5, Rajpur Khurd Extn., South Delhi, 
Delhi-!0068, have changed my name and shall hereafter be 
known as HARDIK SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARDIK 
[Signature (in existing old name)] 


I hitherto known as KHETA RAM S/o BHAG MAL, 
R/o House Number-8, Near Krishan Mandir, Rampura Dhillon, 
Hanjira (23), Hanziran, Sirsa, Haryana-!250, have changed 
my name and shall hereafter be known as MUKESH. 


It is certified that I have complied with other legal 
requirements in this connection. 

KHETA RAM 

[Signature (in existing old name)] 


I hitherto known as LAKSHAY S/o VED PRAKASH, 
R/o-A 57A, Paryavaran Complex, IGNOU Road, Neb Sarai, 
Saidul Azaib, South Delhi, Delhi-!0030, have changed my 
name and shall hereafter be known as LAKSHAEY KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAKSHAY 
[Signature (in existing old name)] 


I hitherto known as PRANSHU daughter of RAJESH 
KUMAR, resident of House No l68A, Ward No. |, Indri, 
Tehsil Indri, Distt. Karnal, Haryana-l3204] (India), have 
changed my name and shall hereafter be known as VRIDHI 
CHAUDHARY. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRANSHU 
[Signature (in existing old name)] 


I hitherto known as RASHMI SHRIVASTWA 
D/o PRAFFUL CHANDR SHRIVASTWA, R/o D-278, Sector 
Omicron-2, Greater Noida, Uttar Pradesh-2030, have changed 
my name and shall hereafter be known as AARYA 
SHRIVASTWA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RASHMI SHRIVASTWA 
[Signature (in existing old name)] 


I, NARESH KUMAR S/o Sh. Late VED PARKASH 
ROHILLA, R/o House No. 37, Street No. 7, Onkar Nagar-B, 
Tri Nagar, Delhi-!0035, have changed the name of my 
minor son TANMAY, aged |4 years and he shall hereafter 
be known as TANMAY ROHILLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARESH KUMAR 
[Signature of Guardian] 


I, NARESH KUMAR S/o Sh. Late VED PARKASH 
ROHILLA, R/o House No. 37, Street No. 7, Onkar Nagar-B, 
Tri Nagar, Delhi-!0035, have changed the name of my 
minor daughter KANAK, aged I! years and she shall 
hereafter be known as KANAK ROHILLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARESH KUMAR 
[Signature of Guardian] 


I hitherto known as BALESHWER S/o HARGULAL, 
R/o Sunpura, Gautam Buddha Nagar, Uttar Pradesh-203207, 
have changed my name and shall hereafter be known as 
BALESHWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALESHWER 
[Signature (in existing old name)] 
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I hitherto known as SHARVAN KUMAR S/o SHIV 
NARAYAN BAITHA, R/o CB-4A Naraina Ring Road, South 
West, Delhi-!0028, have changed my name and shall hereafter 
be known as SHARVAN BAITHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHARVAN KUMAR 
[Signature (in existing old name)] 


T hitherto known as AYUSH ARORA S/o RAVI ARORA, 
R/o 97, New Gandhi Nagar, Ghaziabad, Uttar Pradesh-2000], 
have changed my name and shall hereafter be known as 
SHREYAS ARORA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AYUSH ARORA 
[Signature (in existing old name)] 


I hitherto known as BHASKAR SINGH S/o RAJENDER 
SINGH NEGI, R/o C-87/I, F/F, Gali No-3, Near By Bhajanpura 
Thana, Bhajanpura, Garhi Mendu, North East Delhi-0053, 
have changed my name and shall hereafter be known as 
BHASHKAR NEGI. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHASKAR SINGH 
[Signature (in existing old name)] 


T hitherto known as VARNIKA D/o OM SINGH, R/o B-2/ 
343A, Duggal Farm Tara Nagar, Kakrola, N.S.I.T. Dwarka, 
South West Delhi, Delhi-!!0078, have changed my name and 
shall hereafter be known as VARNIKA VYAS. 


It is certified that I have complied with other legal 
requirements in this connection. 


VARNIKA 
[Signature (in existing old name)] 


I, DEVESH THAPLIYAL S/o ANUSUYA PRASAD 
THAPLIYAL, R/o Plot No.-92-A/l, Gali No.-02, Shyam Vihar 
Phase-2, Najafgarh, South West Delhi, Delhi-l0043, have 
changed the name of my minor son PRAJWALIT, aged I5 
years and he shall hereafter be known as ADITYA 
THAPLIYAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVESH THAPLIYAL 
[Signature of Guardian] 


I, OM SINGH S/o Sh. SUKHBIR SINGH, R/o B-2/343A, 
Duggal Farm Tara Nagar, Kakrola, N.S.I.T. Dwarka, South 
West Delhi, Delhi-!0078, have changed the name of my 
minor son VEDANSH, aged |4 years and he shall hereafter 
be known as VEDANSH VYAS. 


It is certified that I have complied with other legal 
requirements in this connection. 


OM SINGH 
[Signature of Guardian] 


I, OM SINGH S/o Sh. SUKHBIR SINGH, R/o B-2/343A, 
Duggal Farm Tara Nagar, Kakrola, N.S.I.T. Dwarka, South 
West Delhi, Delhi-!0078, have changed the name of my 
minor daughter YASHIKA, aged l6 years and she shall 
hereafter be known as YASHIKA VYAS. 


It is certified that I have complied with other legal 
requirements in this connection. 


OM SINGH 
[Signature of Guardian] 


T hitherto known as JYOTI W/o DINESH, R/o 3742, Kucha 
Mauhtar Khan, Mori Gate, Delhi-!!0006, have changed my 
name and shall hereafter be known as KAUSHLYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


JYOTI 
[Signature (in existing old name)] 


I hitherto known as KANIKA W/o GAURAV KUMAR, 
R/o H No.-I2], Shiv Nagar, Sodal Road, PO Industrial Town, 
Jalandhar, Punjab-!44004, have changed my name and shall 
hereafter be known as KANIKA KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KANIKA 
[Signature (in existing old name)] 


I hitherto known as DEEPU alias DEEPAK DEV SINGH 
S/o Sh. DAULAT RAM, R/o Plot No. 07, Ranaji Enclave, 
Block-A-|, Najafgarh, South West Delhi, Delhi-0043, have 
changed my name and shall hereafter be known as DEEPAK 
DEV SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPU alias DEEPAK DEV SINGH 
[Signature (in existing old name)] 
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I hitherto known as KAMIL HUSSAIN S/o JAMIL, 
R/o Nagina (5l), Mewat, Haryana-!2208, have changed my 
name and shall hereafter be known as KAMIL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMIL HUSSAIN 
[Signature (in existing old name)] 


I hitherto known as GULAB S/o BRIJAL KASHYAP, 
R/o H.No.-72, Shah Pur Garhi, North West Delhi, Delhi-0040, 
have changed my name and shall hereafter be known as 
GAURAV KASHYAP. 


It is certified that I have complied with other legal 
requirements in this connection. 


GULAB 
[Signature (in existing old name)] 


T hitherto known as IRFAN KHAN alias IRFAN S/o IQBAL 
KHAN, R/o H.No-8 A/S, Street No.-2, Sai Baba Mandir, East 
Guru Angad Nagar, Laxmi Nagar, East Delhi, Delhi-0092, 
have changed my name and shall hereafter be known as 
IRFAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


IRFAN KHAN alias IRFAN 
[Signature (in existing old name)] 


I hitherto known as NEHA D/o SH. KALU RAM 
W/o SH. SAGAR KUMAR, R/o RZP-284, First Floor, Palam 
Colony, Raj Nagar Part-2, South West Delhi, Delhi-0077, 
have changed my name and shall hereafter be known as 
NEHA JAGGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEHA 
[Signature (in existing old name)] 


T hitherto known as SHIVANI SANDEEP SALUNKE alias 
SHIVANI SALUNKE daughter of SANDEEP KRISHNARAO 
SALUNKE, residing at Quarter No. 7/2, D Block, Type 6A 
Sector -3, R.K. Puram Delhi -!0066, have changed my 
name and shall hereafter be known as SHIVANI SALUNKE 


It is certified that I have complied with other legal 
requirements in this connection. 


SHIVANI SANDEEP SALUNKE alias SHIVANI SALUNKE 
[Signature (in existing old name)] 


I hitherto known as GUNJAN D/o NARESH KUMAR 
R/o B-3/234, Sector-6, Rohini, North West Delhi, Delhi- 
0085, have changed my name and shall hereafter be known 
as GUNJAN MADAAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


GUNJAN 
[Signature (in existing old name)] 


I hitherto known as MANGA SINGH S/o JOGINDER 
SINGH, R/o Village-Bara Samana, Tehsil-Morinda, District- 
Ropar, Punjab-!40l02, have changed my name and shall 
hereafter be known as MANGA SINGH MAVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANGA SINGH 
[Thumb Impression] 


I hitherto known as SUSHIL KUMAR RAMSAY 
S/o Late TIMOTHY RAMSAY, R/o G-93, Jalvayu Vihar, Sector 
25, Noida 2030l, have changed my name and shall hereafter 
be known as SUSHIL RAMSAY. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUSHIL KUMAR RAMSAY 
[Signature (in existing old name)] 


I hitherto known as AASTHA BAJWA D/o KARTAR 
SINGH BAJWA W/o KHUSHI SONI, R/o H.-No.-209, Maya 
Puri, S.F.S Flats, Rajouri Appt. Delhi-!0064, have changed 
my name and shall hereafter be known as AASTHA SONI. 


It is certified that I have complied with other legal 
requirements in this connection. 


AASTHA BAJWA 
[Signature (in existing old name)] 


I hitherto known as GURMEET MALIK S/o KARAMVIR 
SINGH, R/o Village-Gamri, Ganwari (40), Sonipat, Haryana- 
3305, have changed my name and shall hereafter be known 
as PRANJUL MALIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURMEET MALIK 
[Signature (in existing old name)] 
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T hitherto known as JITEN S/o BALJEET, R/o Ward No- 
2l, Singhmar Mohalla, Tehsil-Narwana, Distt-Jind, Haryana- 
266, have changed my name and shall hereafter be known 
as JITEN DHILLON. 


It is certified that I have complied with other legal 
requirements in this connection. 


JITEN 
[Signature (in existing old name)] 


T hitherto known as LOKPAL KUMAR S/o BALBIR LAL, 
R/o Kamsal, Rudraprayag, Uttarakhand-246425, have changed 
my name and shall hereafter be known as LOKPAL VIMLA 
KARTIKESHWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


LOKPAL KUMAR 
[Signature (in existing old name)] 


I hitherto known as ROSHAN LAL alias VIKASH, 
S/o KHILARI SINGH, R/o 295-C Kh. No.-43/20 Bankner 
North West Delhi, Delhi-0040, have changed my name 
and shall hereafter be known as VIKASH. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROSHAN LAL alias VIKASH 
[Signature (in existing old name)] 


I hitherto known as MUKESH RANA S/o HARIPAL 
SINGH RANA, resident of SANGEETA RANA 
W/o MUKESH RANA, C-245, Ganga Sagar Colony, Mawana 
Road, VTC-Meerut, PO. Meerut Cantt., District-Meerut, Uttar 
Pradesh-25000, have changed my name and shall hereafter 
be known as MUKESH KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUKESH RANA 
[Signature (in existing old name)] 


T hitherto known as BADAL YADAV S/o UMESH YADAV, 
R/o Barka Rajpur, Buxar, Bihar-8023, have changed my 
name and shall hereafter be known as DURGESH YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


BADAL YADAV 
[Signature (in existing old name)] 


I hitherto known as ORANGZEB ALI S/o FAZAL ALT, 
Permanent address 8770 Sondhani, PS- Bhagwanpur, Dist.- 
Siwan, Bihar - 84408, and Present Address- Pirmuhani, Po.- 
Kadamkunman, Ps- Kadamkuman, Distt.- Patna, Bihar- 
800003, have changed my name and shall hereafter be known 
as AMIR ALI RAHMAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


ORANGZEB ALI 
[Signature (in existing old name)] 


I, MANJARI CHATURVEDI W/o AMIT MEHRA, 
R/o J-237 LG F Block-j, Saket, Malviya Nagar, South Delhi, 
Delhi-!!007, have changed the name of my minor daughter 
NAAZO MEHRA, aged |2 years and she shall hereafter be 
known as NAAZO MEHRA CHATURVEDI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJARI CHATURVEDI 
[Signature of Guardian] 


I, SUNIL KUMAR son of Late SURPAT SINGH, residing 
at 59l-A/2-B/2, Arjun Gali, Vishwas Nagar, Shahdara, 
Delhi-l0032, have changed the name of my minor son 
AAKASH, aged 4 years and he shall hereafter be known 
as AAKASH KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNIL KUMAR 
[Signature of Guardian] 


I hitherto known as VIJAY S/o GANGA RAM SINGH, 
Permanently residing at Gram Niwari, Bhind, Khanrika, 
Madhya Pradesh-477, Presently residing at C-98 Pratap 
Nagar Saboli Mandoli Ext. Delhi-!0093, have changed my 
name and shall hereafter be known as DAYANAND. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIJAY 
[Signature (in existing old name)] 


I, NITIN JAIN S/o J P JAIN, R/o C-68 Prem Kutir 
Apartment Sector-9, Rohini, Sector-7, North West Delhi, 
Delhi-!!0085 have changed the name of minir daughter 
AISHNA JAIN ALIAS AISHNA aged |3 years and she 
shall hereafter be known as SHUBJI JAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


NITIN JAIN 
[Signature of Guardian] 


Part IV] 


THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 335 


I hitherto known as SHALU D/o LAXMI NARAIN, 
R/o 23/2B, Street No-ll, Than Singh Nagar, VTC: Anand 
Parbat, PO. Karol Bagh, District: Central Delhi, Delhi-!0005, 
have changed my name and shall hereafter be known as 
SHALU NARAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHALU 
[Signature (in existing old name)] 


I hitherto known as PRINCE alias NAVDEEP SINGH son 
of NIRMAL SINGH, residing at 2, New Colony, Aman Nagar, 
Jalandhar-|, Industrial Area, Punjab- 44004, have changed 
my name and shall hereafter be known as NAVDEEP SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRINCE alias NAVDEEP SINGH 
[Signature (in existing old name)] 


I hitherto known as MOHINDER RAM S/o MILKHI 
RAM, residing at Khurla Kingra-Jalandhar-44003, Punjab, 
India, have changed my name and shall hereafter be known 
as MOHINDER PAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHINDER RAM 
[Signature (in existing old name)] 


I, DEEPAK KUMAR S/o JAGDISH KUMAR, residing at 
Block No.l6,House No.3,(I6/I3), Kalyan Puri, Delhi-!009, 
have changed the name of my minor son LAKSHAY alias 
LAKSHAY TANWAR aged |4 years and he shall hereafter 
be known as LAKSHAY TANWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPAK KUMAR 
[Signature of Guardian] 


I hitherto known as FATMA RASHID alias FATMA 
MALIK D/o MOHAMMAD HASEEN MALIK 
W/o RASHID JAVED, residing at House No. 285-A Gali 
No.-6, Jakir Nagar, Opp Manoranjan Network, Jamia Nagar, 
South Delhi, Delhi-!0025, have changed my name and shall 
hereafter be known as FATMA MALIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


FATMA RASHID alias FATMA MALIK 
[Signature (in existing old name)] 


I hitherto known as LAVKESH KUMAR GUPTA alias 
LAVKESH GUPTA S/o Radhey Shyam Gupta, residing at 6, 
Kothiyat, Behind D M Colony, Mayur Public School Wali 
Gali, Bulandshahar, Uttar Pradesh-20300l, have changed my 
name and I shall hereafter be known as LAVKESH GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAVKESH KUMAR GUPTA alias LAVKESH GUPTA 
[Signature (in existing old name)] 


I hitherto known as SUKHMANDER SINGH BRAR 
S/o CHAND SINGH, R/o Near School, PO. Kanian Wali 
Kalan, Maan Singhwala, District-Sri Muktsar Sahib, Punjab- 
522, have changed my name and shall hereafter be known 
as SUKHMANDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHMANDER SINGH BRAR 
[Signature (in existing old name)] 


I hitherto known as ANIL KUMAR S/o NATHI RAM 
R/o G-06, Ekta Apartment, Sector-3, Rohini, Delhi-!0085, 
have changed my name and shall hereafter be known as 
ANIL KUMAR GARG 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIL KUMAR 
[Signature (in existing old name)] 


I hitherto known as NISHANT S/o JASVIR SINGH, 
residing at Village Phalahi, PO. Bhatrana, Tehsil & Distt. 
Hoshiarpur, Punjab, India, have changed my name and shall 
hereafter be known as NISHANT SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


NISHANT 
[Signature (in existing old name)] 


I hitherto known as SANJAY YADAV S/o TOKAL 
YADAV, R/o F-28/IC, Mohammadpur Village, R. K. Puram 
(Main), South West Delhi, Delhi-l0066, have changed my 
name and shall hereafter be known as SANTOSH GOPE. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJAY YADAV 
[Signature (in existing old name)] 
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I, KAPIL S/o NAND RAM, R’/o 70, Janta Colony, Circular 
Road, Shahdara, East Delhi, Delhi-!0032, have changed the 
name of my minor son TRISHANTH VERMA aged |4 years 
and he shall hereafter be known as TRISHANT VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAPIL 
[Signature of Guardian] 


I, MADAN GOPAL S/o SADHU RAM, R/o Villa No.E- 
l58, Omaxe City Near Kamaspur, Sector-l8, Sonipat 
Haryana-l300l, have changed the name of my minor son 
SIDDHARTH aged’ |6 years and he shall hereafter be known 
as SIDDHARTH GAUTAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


MADAN GOPAL 
[Signature of Guardian] 


I hitherto known as LOVEKESH BAJJAR S/o SHANTAN 
BAJJAR, R/o Flat No-6l, Sector-6, R.K Puram, New Delhi- 
0022, have changed my name and shall hereafter be known 
as AMRIT SINGH BAJJAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


LOVEKESH BAJJAR 
[Signature (in existing old name)] 


I, RONAK CHOUDHARY S/o KOMAL SINGH 
CHOUDHARY, R/o H.No.-54, Brother Apartment, Plot 
No.-l6, Patparganj, I.P. Extension, Laxmi Nagar, East Delhi, 
Delhi-!0092, have changed the name of my minor daughter 
NYSHA CHOUDHARY aged | year and she shall hereafter 
be known as MIRAYA R CHOUDHARY. 


It is certified that I have complied with other legal 
requirements in this connection. 


RONAK CHOUDHARY 
[Signature of Guardian] 


T hitherto known as JATVEER S/o PRAKASH, R/o H. )२०.-। 26, 
Khanpur Japti, Ghaziabad, Uttar Pradesh-2002, have 
changed my name and shall hereafter be known as JAYVIR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JATVEER 
[Signature (in existing old name)] 


I hitherto known as RAHUL BABU son of Shri RAJ 
KUMAR, residing at House No. C-20/3 F/F KH-2]4, 
Chattarpur Enclave, Chattar Pur, South Delhi, Delhi-!0074, 
have changed my name and shall hereafter be known as 
RAHUL KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL BABU 
[Signature (in existing old name)] 


I hitherto known as SHWETA D/o SATISH KUMAR 
VERMA W/o KAPIL MANCHANDA, R/o H.No. 56, Gali 
No. 6, Arjun Nagar Gurgaon, Gurgaon Haryana-2200, have 
changed my name and shall hereafter be known as SHWETA 
VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 

SHWETA 

[Signature (in existing old name)] 


T hitherto known as KAMLESH W/o MAQBOOL MASIH, 
residing at Isha Nagar, Dharamkol Bagga, Tehsil Batala, 
Distt. Gurdaspur, Punjab-!43505, India, have changed my 
name and shall hereafter be known as GUG. I have changed 
only my name not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMLESH 
[Thumb Impression] 


I, VIKRAM JEET S/o AJIT SINGH R/o Flat No. 202, Ist 
Floor, Gahlan Avenue-l, B-Block, Gali No. 3, Near Bhardwaj 
Vatika and Durga Mata Mandir, Village Pochanpur, Dwarka 
Sector 23, South West Delhi, Delhi l0077, have changed 
the name of my minor son KAPISH, Aged 0 years, and he 
shall hereafter be known as KANISHAK KHATRI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIKRAM JEET 
[Signature of Guardian] 


I hitherto known as AMAR SINGH VORIA alias 
A.S. VORIA S/o PANNA LAL BALWANT, R/o T-620, Rishi 
Nagar, Shakur Basti, Near Bharat Bartan Bhandar, Rani Bagh, 
North West Delhi, Delhi-0034, have changed my name 
and shall hereafter be known as AMAR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMAR SINGH VORIA alias A.S. VORIA 
[Signature (in existing old name)] 
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I, PARMEET SINGH HORA S/o PARAMJEET SINGH 
HORA, R/o 5A/39 W.E.A, Karol Bagh, Delhi-0005, have 
changed the name of my minor daughter REHEMAT HORA 
alias REHEMAT KAUR HORA aged 2 years and she shall 
hereafter be known as REHEMAT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARMEET SINGH HORA 
[Signature of Guardian] 


I hitherto known as UNON son of BISHAN SINGH, 
residing at AGI/IIl-A, Vikas puri, New Delhi-!008, have 
changed my name and shall hereafter be known as HARJEET 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


UNON 
[Signature (in existing old name)] 


I, GAGANDEEP SINGH ANEJA S/o HARINDER SINGH 
ANEJA, residing at HIG 99, Puda Complex, Sector 48-C, 
S.A.S Nagar, Sector 59, Mohali, Punjab-l60059, have changed 
the name of minor daughter GUNEET ANEJA aged 07 years 
and she shall hereafter be known as GUNNEET ANEJA. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAGANDEEP SINGH ANEJA 
[Signature of Guardian] 


I hitherto known as TERSEM KAUR W/o JASWINDER 
SINGH, R/o Mohala Patti Jagirpur, Daroli Kalan, Distt.- 
Jalandhar, Punjab-4404, have changed my name and shall 
hereafter be known as TARSEM KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


TERSEM KAUR 
[Signature (in existing old name)] 


I, hitherto known as RADHA AGNIHOTRI alias RANI 
DEVI alias RANI AGNIHOTRI D/o Late Sh. VIRENDER 
KUMAR SHARMA W/o Sh. SHIV HARI AGNIHOTRI, 
R/o 25], RPS DDA Flats, Mansarovar Park, Shahdara, Delhi- 
0032, have changed my name and shall hereafter be known 
as RANI AGNIHOTRI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RADHA AGNIHOTRI alias 
RANI DEVI alias RANI AGNIHOTRI 
[Signature (in existing old name)] 


I hitherto known as RAJU alias KUNDWAR BAHADUR 
S/o RAM CHANDRA, R/o H.No.-37, Shiv Mandir Gali 
KH No.-5I/205-206, Maujpur, Seelampur, North East Delhi- 
0053, have changed my name and shall hereafter be known 
as RAJU. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU alias KUNDWAR BAHADUR 
[Signature (in existing old name)] 


Thitherto known as GITESH S/o RAJU, R/o H.No.-C-/29, 
Street No.-22, Block-C-l, Khajoori Khas Colony, North East, 
Delhi-0094, have changed my name and shall hereafter be 
known as GITESH PAL. 


It is certified that I have complied with other legal 
requirements in this connection. 

GITESH 

[Signature (in existing old name)] 


I hitherto known as PINKI MISHRA daughter of 
Shri BHUVNESHWAR, residing at H.No. 99, Basant Gaon, 
Vasant Vihar, South Delhi, Delhi-!0057, have changed my 
name and shall hereafter be known as PARIDHI MISHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PINKI MISHRA 
[Signature (in existing old name)] 


T hitherto known as RAJKUMAR son of CHANDRIKA 
PRSHAD, residing at House No. 659, Gali No. 52, Near 
Prince School, Nangla Enclave Part |, Faridabad Sector 22, 
Haryana-!2005, have changed my name and shall hereafter 
be known as RAM KARAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJKUMAR 
[Signature (in existing old name)] 


I hitherto known as ANAMIKA CHAUHAN daughter of 
NARESH KUMAR, residing at House No. 65, P 3 Block, 
New Roshan Pura, Najafgarh, South West Delhi, Delhi- 
0043, have changed my name and shall hereafter be known 
as ANAMIKA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANAMIKA CHAUHAN 
[Signature (in existing old name)] 
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Thitherto known as AMIT MITTALS/o AVNASH CHANDER 
MITTAL, residing at The Crest, D-l02, DLF Phase 5, Sector 54, 
Gurgaon, Haryana-!220ll, have changed my name and shall 
hereafter be known as AMIT KUMAR MITTAL. 


It is certified that I have complied with other legal 
requirements in this connection. 

AMIT MITTAL 

[Signature (in existing old name)] 


I hitherto known as AAYUSH MISHRA S/o RAJEEV 
MISHRA, residing at H.No.248/2, Sarasawati Sugar Mill 
colony, Yamunanagar, Haryana-l3500, have changed my 
name and shall hereafter be known as RIDHITVA MISHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AAYUSH MISHRA 
[Signature (in existing old name)] 


T hitherto known as SANJAY VERMA S/o RAM SAHAY 
VERMA, R/o B-4 Sector-5 Noida, Gautam Buddha Nagar, 
Uttar Pradesh-2030l, have changed my name and shall 
hereafter be known as SANJAY KUMAR VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJAY VERMA 
[Signature (in existing old name)] 


I hitherto known as ABHIMANYU son of 
Shri SURENDER KUMAR, residing at 26, A-4, Sec.-7, 
Rohini Sector-!5 8.0. North West Delhi, Delhi-!0089, have 
changed my name and shall hereafter be known as 
ABHIMANYU RANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABHIMANYU 
[Signature (in existing old name)] 


I hitherto known as KANAK AHUJA alias VARSHA 
BHATIA D/o RAMESH BHATIA W/o SANJAY AHUJA, 
R/o BK-I, 06-C, Shalimar Bagh, North West Delhi-!0088, 
have changed my name and shall hereafter be known as 
VARSHA BHATIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KANAK AHUJA alias VARSHA BHATIA 
[Signature (in existing old name)] 


I hitherto known as SIDDHARTHA BURRI 
S/o VENKATRAM REDDY BURRI, residing at 8-2-624/A/B/ 
३/, Burri Residency, Road No. ll, Near City Center, Banjara 
Hills, Hyderabad, Telangana-500034, have changed my name 
and shall hereafter be known as SIDDHARTHA REDDY. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIDDHARTHA BURRI 
[Signature (in existing old name)] 


I, REENA W/o HARJINDER SINGH, R/o Patti New Abadi 
Jandiala, Tehsil-Phillaur, Distt-Jalandhar, Punjab-!44033, have 
changed the name of my minor daughter PRACHI aged 
6 years and she shall hereafter be known as PRACHI 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


REENA 
[Signature of Guardian] 


I, SUSHMA SHARMA W/o KRISHAN CHANDER, 
R/o 30], Gali No.-l6, Near Shyam Mandir, A-Block, Gopal 
Nagar, Najafgarh, South Delhi, Delhi-0043, have changed 
the name of my minor son ADITYA aged |4 years and he 
shall hereafter be known as ADITYA SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUSHMA SHARMA 
[Signature of Guardian] 


I hitherto known as GANGA SHARMA alias GANGA 
PAPNOI D/o BHAWANI DUTT W/o RAJENDER PRASAD, 
R/o P-9/A-5, Pocket-P, Dilshad Garden, East Delhi-0095, 
have changed my name and shall hereafter be knwon as 
GANGA PAPNOI. 


It is certified that I have complied with other legal 
requirements in this connection. 


GANGA SHARMA alias GANGA PAPNOI 
[Signature (in existing old name)] 


I hitherto known as RAJEEV KUMAR VERMA 
S/o RAJPAL, residing at 898-A/l, Kasturba Nagar, Kotla 
Mubarak Pur, Delhi-!!0003, have changed my name and 
shall hereafter be known as RAJEEV VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJEEV KUMAR VERMA 
[Signature (in existing old name)] 


Parr IV] 


THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 339 


I hitherto known as DARSHANA DEVI W/o Late YASH 
PAL GUPTA, R/o H.No. l0l, Sethi Nagar, Ambala City, 
Ambala, Haryana-!34007, have changed my name and shall 
hereafter be known as DARSHNI DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DARSHANA DEVI 
[Signature (in existing old name)] 


I hitherto known as MANOJ KUMAR SAGAR S/o DEV 
RAJ SINGH, residing at Il, Akash Puram Vistaar Behind 
Sanjay Nursing Home, Pilibhit By Pass Road, Bareilly, Uttar 
Pradesh-243005, have changed my name and shall hereafter 
be known as MANOJ KUMAR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANOJ KUMAR SAGAR 
[Signature (in existing old name)] 


T hitherto known as HARNAM LODHI W/o AJAB SINGH 
LODHI, residing at Village Mamoni Khurd, PO Salaiya, Teh. 
Karera, Distt. Shivpuri M.P. Pin-473660, have changed my 
name and shall hereafter be known as KALPANA LODHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARNAM LODHI 
[Signature (in existing old name)] 


T hitherto known as SUNITA RANI BAJAJ alias SUNITA 
BAJAJ D/o HUKAM SINGH JUNEJA W/o TILAK RAJ 
BAJAJ, R/o 390, Near Sai Baba Chowk, New Housing 
Board Colony, Sector-ll-2, Panipat, Haryana-!3203, have 
changed my name and shall hereafter be known as SUNITA 
BAJAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNITA RANI BAJAJ alias SUNITA BAJAJ 
[Signature (in existing old name)] 


I hitherto known as MANJULA PANWAR W/o ANIL 
PANWAR, residing at ॥/]6, 2nd Floor, Green Park Extension, 
Hauz Khas, South Delhi-!00l6, have changed my name 
and shall hereafter be known as MANJULA PANWWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJULA PANWAR 
[Signature (in existing old name)] 


I hitherto known as NARENDER BAHADUR SINGH 
S/o Sh. SAHAB BUX SINGH, Employed as JE in the Bharat 
Sanchar Nigam Limited, Plot No. 8l, Sector 8, Gurugram, 
Haryana-!22008, R/o House No.-22/9, Devi Lal Nagar, 
Gurugram, Haryana-l2200l, have changed my name and 
shall hereafter be known as NARENDRA BAHADUR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARENDER BAHADUR SINGH 
[Signature (in existing old name)] 


Thitherto known as PANMESHVARI W/o SATBIR SINGH, 
R/o Behiba Buchan, Bahelba (03), Rohtak, स५३४॥9- 24 | 2, 
have changed my name and shall hereafter be known as 
PHOOL PATI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PANMESHVARI 
[Thumb Impression] 


I hitherto known as MOHD HALIM S/o ASIRUDDIN 
permanent, R/o Agurasia, Gunjaria, PO- Gunjaria Bazar, Distt.- 
Uttar Dinajpur, West Bengal-733202, and currently residing 
at House No. 497 B, Gali )५०.-3, Govind Puri, Kalkaji, New 
Delhi-009, have changed my name and shall hereafter be 
known as HALIM MOHAMMAD. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD HALIM 
[Signature (in existing old name)] 


I hitherto known as MOHD. WAQAS S/o ANSAR 
AHMED, residing at House No.-C-76/3, Gali No.-8, 
Opp.-Drishti Eye Care Center, Brahampuri, Garhi Mendu, 
North East Delhi, Delhi-!0053, have changed my name and 
shall hereafter be known as WAQAS AHMED. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD. WAQAS 
[Signature (in existing old name)] 


T hitherto known as HARSHIT S/o HARENDRA SINGH, 
R/o D-279A, D-Block, Lajpat Nagar, Sahibabad, Ghaziabad, 
Uttar Pradesh-200l0, have changed my name and shall 
hereafter be known as HARSHIT SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARSHIT 
[Signature (in existing old name)] 
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I hitherto known as PRASHANT S/o SH. VEDPAL, 
R/o H.No. 2, Siras Pur, North West Delhi, Delhi-!!0042, 
have changed my name and shall hereafter be known as 
PRASHANT KHATRI. 

It is certified that I have complied with other legal 
requirements in this connection. 


PRASHANT 
[Signature (in existing old name)] 


I hitherto known as JYOTI D/o SURESH KUMAR, 
residing at B B-l08, Subhash Basti, Nabi Karim, Nabi Karim, 
Central Delhi, Delhi-!l0055, have changed my name and 
shall hereafter be known as JYOTI HINDUJA. 


It is certified that I have complied with other legal 
requirements in this connection. 

JYOTI 

[Signature (in existing old name)] 


I, ANIL MADAN S/o D.C. MADAN, R/o 543, Sec.-28, 
Faridabad Sec-29, Haryana-!2008, have changed the name 
of my minor daughter DANIA MADAN, aged |3 years and 
she shall hereafter be known as ASHMITA MADAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIL MADAN 
[Signature of Guardian] 


I hitherto known as NARENDER S/o DAL SINGH, 
residing at G-249, G-Block Aya Nagar, PHVI Delhi-0047, 
have changed my name and shall hereafter be known as 
NARENDER KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARENDER 
[Signature (in existing old name)] 


T hitherto known as ANKUSH GUPTA S/o 8. B GUPTA, 
R/o H-4-5/88, Suvidha Kunj, Pitampura, Saraswati Vihar, North 
West Delhi, Delhi-!0034, have changed my name and shall 
hereafter be known as ANKKUSH GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANKUSH GUPTA 
[Signature (in existing old name)] 


I hitherto known as RISHI RAJ SINGH GHARIAL 
S/o GURDIAL SINGH GHARIAL, residing at Flat No. l, SFS 
Rajouri Apartments, Opp. Govt. of India Press, Mayapuri, 
Delhi-0064, have changed my name and shall hereafter be 
known as RISHI RAJ SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RISHI RAJ SINGH GHARIAL 
[Signature (in existing old name)] 


I hitherto known as MANOJ S/o MAHAVIR, R/o 73], 
Seenk (52), Seenk, Panipat, Haryana-l3203, have changed 
my name and shall hereafter be known as MANOJ MALIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANOJ 
[Signature (in existing old name)] 


T hitherto known as RAJ KUMAR SINGH KUSHWAHA 
S/o JAGDISH SINGH KUSHWAHA, R/o L-206 Sunder Nagri, 
Nand Nagri, East Delhi-!0093, have changed my name and 
shall hereafter be known as RAM KUMAR SINGH 
KUSHWAHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJ KUMAR SINGH KUSHWAHA 
[Signature (in existing old name)] 


I hitherto known as SAKSHI SHARMA alias SAKSHI 
BHARDWAJ W/o NITESH SHARMA D/o VIDYARAM 
SHARMA, R/o K-624, Gali No-2, Gautam Vihar North 
Ghonda, Maujpur, North East Delhi-!!0053, have changed 
my name and shall hereafter be known as SAKSHI 
BHARDWAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAKSHI SHARMA alias SAKSHI BHARDWAJ 


[Signature (in existing old name)] 


I hitherto known as LAL BABU S/o MD. SULEMAN 
R/o H.No.-F-58, F-Block Inder Enclave, Phase-2, Kirari 
Suleman Nagar, Delhi-l0086, have changed my name and 
shall hereafter be known as MOHD. MASIHUL ISLAM. I 
have changed only my name not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAL BABU 
[Signature (in existing old name)] 
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I hitherto known as BHUNESAR SINGH S/o Sh. DEVLAL 
permanent resident of village chiru Balumath, Latehar 
Jharkhand-829202, presently residents K-l-8/ 407 Sangam 
Vihar, New Delhi-!0062, have changed my name and shall 
hereafter be known as RAMESH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHUNESAR SINGH 
[Signature (in existing old name)] 


T hitherto known as JYOTI W/o ARJUN DABAS R/o 66], 
Village-Ladpur, Delhi-l008l, have changed my name and 
shall hereafter be known as JYOTI DABAS. 


It is certified that I have complied with other legal 
requirements in this connection. 

JYOTI 

[Signature (in existing old name)] 


I hitherto known as MOHD. MUJEEB AHMED alias 
MUJEEB AHMED S/o RAKIB AHMED, R/o Sunday Market, 
Post Office Kymore Thasil Vijayraghavgarh Katni Amriya 
Kymore, Katni Madhya Pradesh-483880, have changed my 
name and shall hereafter be known as MUJEEB AHMED. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD. MUJEEB AHMED alias MUJEEB AHMED 
[Signature (in existing old name)] 


T hitherto known as MD ALTAF S/o MD NISAR AHMAD, 
R/o Sultangunj, Near Dr Zakir Hussain, Sultan Gunj, Mandai, 
Mahendru, Patna, Bihar-800006, have changed my name and 
shall hereafter be known as ALTAF AHMAD. 


It is certified that I have complied with other legal 
requirements in this connection. 


MD ALTAF 
[Signature (in existing old name)] 


I, SINDHU KUMARI P R W/o RAJEEV KUMAR P, 
R/o 44, Akhara Road, Kishangarh, Vasant Kunj, New Delhi- 
0070, have changed the name of my minor son ABHIJIT 
RAJEEV, aged I4 years and he shall hereafter be known as 
ABHIJIT SINDHU. 


It is certified that I have complied with other legal 
requirements in this connection. 


SINDHU KUMARI P R 
[Signature of Guardian] 


I, AJAY KUMAR son of the Late GANGA PRASAD, 
resident of E-2/73 Vinay Khand, Gomti Nagar, Lucknow 
Uttar Pradesh-22600, have changed the name of my minor 
daughter TARUSHI CHANDRA aged I5 years and she shall 
hereafter be known as SATAKSHI CHANDRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AJAY KUMAR 
[Signature of Guardian] 


I hitherto known as BIMALA DEVI alias BIMLA DEVI 
alias BIMALA DEVI KHANDELWAL D/o GOVIND 
NARAYAN KHANDELWAL, R/o 67, S.N. Roy Road, Sahapur, 
S.O, Sahapur Kolkata, West Bengal-700038, have changed 
my name and shall hereafter be known as BIMALA DEVI 
GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIMALA DEVI alias BIMLA DEVI alias BIMALA DEVI 
KHANDELWAL 
[Signature (in existing old name)] 


I hitherto known as SAHIL alias SAHIL CHAUHAN 
S/o RANDHIR SINGH, residing at A-98, Near Kumhar 
Choupal, AMRU (38), Palwal, Haryana-202, have changed 
my name and shall hereafter be known as SAHIL CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL alias SAHIL CHAUHAN 
[Signature (in existing old name)] 


I hitherto known as RISHABH S/o JITENDER SINGH, 
resident of l6, Vill. Saharama, Manikpur, Jaunpur, Uttar 
Pradesh-22265, have changed my name and shall hereafter 
be known as RISHABH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RISHABH 
[Signature (in existing old name)] 


I hitherto known as HARPINDER SINGH S/o BALWANT 
SINGH, R/o Puranewala, District Moga Punjab-!42054, have 
changed my name and shall hereafter be known as 
HARPINDER SINGH GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARPINDER SINGH 
[Signature (in existing old name)] 
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I hitherto known as GAURAV BANSAL S/o KRISHAN 
PAL, R/o 276-B, Pocket-N, Sarita Vihar, Delhi-!0076, have 
changed my name and shall hereafter be known as GAURAV 
BAISLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAURAV BANSAL 
[Signature (in existing old name)] 


T hitherto known as JARNAIL SIDHU S/o BHAG SINGH, 
R/o Malha Road, Near Batha, Bhaloor, Tehsil Bagha Purana 
District. Moga, Punjab-!5207, have changed my name and 
shall hereafter be known as JARNAIL SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


JARNAIL SIDHU 
[Signature (in existing old name)] 


T hitherto known as GHANASOO S/o JHALLU, R/o House 
No. 472, Maheba, Maheba Chhatarpur, Madhya Pradesh- 
47|20, have changed my name and shall hereafter be known 
as GHANSU KUSHWAHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


GHANASOO 
[Thumb Impression] 


I hitherto known as MAHANDER PAL POPLY son of 
Late Sh. JAGDISH LAL POPLI employed as Sr. Accounts 
Officer in Principal cum Pay & Accounts Office, President's 
Secretariat, Rashtrapati Bhavan, New Delhi, residing at Flat 
No. 42, Second Floor, Happy Homes, Block A, Omaxe City, 
Sector-!5, Bahadur Garh, Distt. Jhajjar-!24507 (Haryana) have 
changed my name and shall hereafter be known as 
MAHENDER PAL POPLI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHANDER PAL POPLY 
[Signature (in existing old name)] 


I hitherto known as SONU S/o BASAVAN SINGH, 
R/o Sihorawan, Jakhini, Varanasi, Uttar Pradesh-22305, have 
changed my name and shall hereafter be known as PRADEEP 
KUMAR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SONU 
[Signature (in existing old name)] 


I hitherto known as JUNAID NASEEM son of MOHD 
NASIM, resident of B-473, New Friends Colony, Okhla, New 
Delhi - 0025, have changed my name and shall hereafter 
be known as JUNAID NASIM. 


It is certified that I have complied with other legal 
requirements in this connection. 


JUNAID NASEEM 
[Signature (in existing old name)] 


I hitherto known as DILDAR alias PAVNESH KUMAR 
S/o KRISHAN PAL, R/o Parikshit Garh, Dayal Pur, Meerut, 
UP-250406, have changed my name and shall hereafter be 
known as PAVNESH KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DILDAR alias PAVNESH KUMAR 
[Signature (in existing old name)] 


I hitherto known as REETA KUMARI alias REETA 
KAISTHA daughter of PURAN CHAND GUPTA 
W/o HARVIRENDER LAL KAISTHA, R/o Ward No.-6, 
House No.-!790, Shakti Gali, Kangra(T), Dist: Kangra, 
Himachal Pradesh-!7600l, have changed my name and shall 
hereafter be known as REETA KAISTHA. 


It is certified that I have complied with other legal 
requirements in this connection. 

REETA KUMARI alias REETA KAISTHA 

[Signature (in existing old name)] 


I, BALJIT KAUR W/o PARMJIT SINGH, residing at 
VTC: Chagran, Sub District. Hoshiarpur, District. Hoshiarpur, 
State Punjab, Pin Code-!4600l, have changed the name of 
my minor daughter SHREYA aged 2 years and she shall 
hereafter be known as SHREYA KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALJIT KAUR 
[Signature of Guardian] 


T hither to known as SHANTHI S D/o SUBRAMANIAN 
W/o S A VENKATESAN, R/o 02/4/A, Sathyasai Nagar, 
Seshu Mahal Road, Subramaniapuram, Madurai South, 
Madurai, Tamilnadu-6250l, have changed my name and 
shall hereafter be known as S V SHANTHI. . 


It is certified that I have complied with other legal 
requirements in this connection. 

SHANTHI S 

[Signature (in existing old name)] 
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I hitherto known as KRISHAN LAL alias KRISHAN 
DADWAL S/o JAGROOP SINGH, residing at VPO Rampur 
Haler, Dasuya, District Hoshiarpur, Punjab-!44205, India, 
have changed my name and shall hereafter be known as 
KRISHAN DADWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHAN LAL alias KRISHAN DADWAL 
[Signature (in existing old name)] 


I hitherto known as SHRUTI daughter of TULSI LAL, 
residing at Infront of Dr. ASHOK KUMAR SINHA, Sapna 
Cinema Road, Shital Tola, Arrah, Bhojpur, Bihar - 80230], 
have changed my name and shall hereafter be known as 
SHRUTI ANAND. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHRUTI 
[Signature (in existing old name)] 


I hitherto known as AMIT KUMAR S/o RATTAN LAL 
GUPTA, residing at B-I/20, Gali Khanjoor Wali Jatinder 
Chowk Faridkot, Punjab, have changed my name and shall 
hereafter be known as AMIT JAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KUMAR 
[Signature (in existing old name)] 


T hitherto known as NANKU S/o BAZU, residing at A-5, 
Kirti Nagar, Ramesh Nagar, New Delhi-!005, have changed 
my name and shall hereafter be known as NANKO. 


It is certified that I have complied with other legal 
requirements in this connection. 


NANKU 
[Signature (in existing old name)] 


I hitherto known as BHARTI SHARMA W/o CHANDER 
SHEKHAR, R/o. H.No.454-A,Near Wariana, Jalandhar Kunj, 
Distt. Jalandhar (PB), have changed my name and shall 
hereafter be known as BHARTI PRASHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHARTI SHARMA 
[Signature (in existing old name)] 


I hitherto known as DEVI D/o SUDAGAR SINGH 
W/o RAJDEEP SINGH, R/o VPO Barundi, Distt: Ludhiana, 
Pin 4205, Punjab, India, have changed my name and shall 
hereafter be known as JASPREET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVI 
[Signature (in existing old name)] 


I, GURJANT SINGH S/o NAHAR SINGH, R/o House 
Number 65 Street Number 2, Evergreen Enclave Barnala, 
Punjab-48l0, have changed the name of my minor son 
EKNOOR SINGH BARING aged |7 years and he shall 
hereafter be known as EKNOOR SINGH BILLING. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURJANT SINGH 
[Signature of Guardian] 


I hitherto known as BHAJAN KAUR W/o BALBIR 
SINGH, R/o H. No.73, Subhana, The. Jalandhar Part-l, Punjab- 
44022, have changed my name and shall hereafter be known 
as HARBHAJAN KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHAJAN KAUR 
[Signature (in existing old name)] 


T hitherto known as SUKHJINDER KAUR W/o NAZAR 
SINGH, R/o VPO. Sarhali, Teh. Phillaur, Distt. Jalandhar, 
Punjab-!44633 have changed my name and shall hereafter 
be known as SUKHWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHJINDER KAUR 
[Signature (in existing old name)] 


T hitherto known as BHUPINDER W/o BALBIR SINGH, 
residing at House No. 548, Sector 25 A, Mandi Gobindgarh, 
Fatehgarh Sahib, Punjab-!4730l, have changed my name 
and shall hereafter be known as BHUPINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHUPINDER 
[Signature (in existing old name)] 
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I hitherto known as SAJAN S/o SONY, R/o H. No.-35, 
VPO. KHURDPUR, ADAMPUR, JALANDHAR, PUNJAB- 
4402, have changed my name and shall hereafter be known 
as SAJAN SHEMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAJAN 
[Signature (in existing old name)] 


I hitherto known as NARENDER KUMAR 
S/o GYANIRAM AGRAWAL, R/o Near Adleb, Samta Colony, 
Raipur, Chhattisgarh-49200l, have changed my name and 
shall hereafter be known as NARENDRA KUMAR 
AGRAWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARENDER KUMAR 
[Signature (in existing old name)] 


I, MANOJ MALAKAR S/o RAMESHWAR MALAKAR, 
R/o Near Siddhu Kanhu Park, GYM Gali Parwati Nagar, 
Kanke Road, Hatma, Morabadi, PO Ranchi University, Dist. 
Ranchi, Jharkhand- 834008, have changed the name of my 
minor daughter SONAM RANI, aged 6 years and she shall 
hereafter be known as ARUSHI KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANOJ MALAKAR 
[Signature of Guardian] 


I, SASUMANA GIREESH S/o SASUMANA 
JAGANNAIKULU, R/o D.No. !-62, Main Street,\l 
Garudakhandi Village, Palasa Mandal, Srikakulam District, 
Andhra Pradesh-532220, have changed the name of my 
minor son SASUMANA TARAK RAM, aged 4 years and 
he shall hereafter be known as SASUMANA TANMAYYI 
RAM. 


It is certified that I have complied with other legal 
requirements in this connection. 

SASUMANA GIREESH 

[Signature of Guardian] 


I hitherto known as BIPLAB DEY S/o AMAR KUMAR 
DEY, resident of I/l26, | No Kapasdanga Coloni, Hooghly 
Chinsurah (M), Hooghly, Hooghly, West Bengal Pin -7203, 
have changed my name and shall hereafter be known as 
RAJDEEP DEY. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIPLAB DEY 
[Signature (in existing old name)] 


I hitherto known as MANOJ CHAUDHARY alias 
SAHDEV CHOUDHARY S/o RAM RATTAN, residing at 
Plot No. 239, Jai Vihar, Phase-2, Bapraula, West Delhi, 
Delhi -!0043, have changed my name and shall hereafter be 
known as SAHDEV CHOUDHARY. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANOJ CHAUDHARY alias SAHDEV CHOUDHARY 
[Signature (in existing old name)] 


I hitherto known as DUDEKULA RAJAMMA alias 
DUDEKULA RAHMATH BEE wife of DUDEKULA 
DASTHAGIRI, residing at House No 5-4-29, Main Road 
No.2, Plot No 5, Sharada Nagar, High court colony, 
Vanasthalipuram, Hyderabad, Telangana 500070, have 
changed my name and shall hereafter be known as 
DUDEKULA RAHMATH. 


It is certified that I have complied with other legal 
requirements in this connection. 


DUDEKULA RAJAMMA alias 
DUDEKULA RAHMATH BEE 
[Signature (in existing old name)] 


I, RAMESH KUMAR CHOUDHARY son of 
BHURARAM CHOUDHARY, residing at 537/A, 
Doddavokkalagiri, 3rd Cross Mandi Mohalla, Mysore, 
Karnataka 57000l, have changed the name of my minor 
daughter, DHRUVI RAMESH CHOUDHARY, aged |! years, 
and she shall hereafter be known as DHRUVI R SEERVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMESH KUMAR CHOUDHARY 
[Signature of Guardian] 


I hitherto known as S.K. SACHDEVA S/o Sh. AVTAR 
SINGH SACHDEVA, R/o House )२०.।2, Road No-57, West 
Punjabi Bagh, 8.0. West Delhi, Delhi-!0026, have changed 
my name and shall hereafter be known as SURINDER 
KUMAR SACHDEVA. 


It is certified that I have complied with other legal 
requirements in this connection. 


S.K. SACHDEVA 
[Signature (in existing old name)] 


I hitherto known as ARMAN S/o SUNIL KUMAR, 
R/o Kanhra, Teh Charkhi Dadri Kandra, Bhiwani, 
Haryana-!27308, have changed my name and shall hereafter 
be known as ARMAN SHEORAN. 


It is certified that I have complied with other legal 
requirements in this connection. 

ARMAN 

[Signature (in existing old name)] 
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Thitherto known as AADITYA KHURRANA alias ADITYA 
KHURANA S/o Sh. DEEPAK KHURANA, residing at H.No. 
327, Sector 9, Part-I, Kaithal, Haryana-36027, have changed 
my name and shall hereafter be known as NITESH D 
KHURAANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AADITYA KHURRANA aliasADITYA KHURANA 
[Signature (in existing old name)] 


T hitherto known as RISHABH KEJRIWAL son of SUSHIL 
KUMAR KEJRIWAL, residing at R-I5, Nehru Enclave, Aali, 
South Delhi, Delhi 009, have changed my name and shall 
hereafter be known as RISHABBH KEJRIWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


RISHABH KEJRIWAL 
[Signature (in existing old name)] 


I hitherto known as RAHUL son of RATIPAL, residing 
at A-462, JJ Colony, Sector -!5, Bharat Vihar, Kakrola, South 
West Delhi, Delhi !0078, have changed my name and shall 
hereafter be known as RAHUL KUMAR VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL 
[Signature (in existing old name)] 


T hitherto known as RAGHAV S/o Sh. VISAY KUMAR, 
residing at VPO Bringali, Tehsil Mukerian, Distt. Hoshiarpur, 
Punjab, have changed my name and shall hereafter be known 
as RAGHAV SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAGHAV 
[Signature (in existing old name)] 


I hitherto known as HARMAN S/o BALKAR RANA, 
R/o Baharli Basti, VPO. Dosanjh Kalan, Jalandhar, 
Punjab-44502, have changed my name and shall hereafter 
be known as HARMAN CHANDER. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARMAN 
[Signature (in existing old name)] 


I hitherto known as RAHUL BHATI S/o KAILASH 
CHANDRA ARYA, R/o Flat No-A3-303, Sun Horizon, 
Balewadi Road Opp Nandan Prospera, Balewadi, Pune, 
Maharshtra-4l045, have changed my name and shall 
hereafter be known as RAHUL KAILASH BHATI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL BHATI 
[Signature (in existing old name)] 


I, hitherto known as ABHISHEK R S/o RAMAKRISHNA K, 
R/o # 4/3, 5th Cross 5th Main Roas, Jayanagara, Mysore, 
Jayanagar, Mysuru, Karnataka-5700l4, have changed my 
name and shall hereafter be known as PAVAN GOWDA R. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABHISHEK R 
[Signature (in existing old name)] 


I hitherto known as NANJAIAH S/o Late 
BEEREGOWDA, R/o Ist Block, Gandhanahalli Village, Hosa 
Agrahara Hobali, K R Nagara Taluk, Krishnarajanagara, 
Mysuru, Karnataka- 57603, have changed my name and 
shall hereafter be known as ( 83 PRAKASHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


NANJAIAH 
[Signature (in existing old name)] 


T hitherto known as KARAN S/o RAJENDER KUMAR, 
R/o. H. No. C-l99, J J Colony Madipur Paschim Vihar, 
Delhi-!0063, have changed my name and shall hereafter be 
known as KARAN SAMARIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KARAN 
[Signature (in existing old name)] 


T hitherto known as ROUNKI RAM alias ROUNKIRAM 
S/o AMAR NATH, R/o Chitti Kothi Mohalla, Khanda Khola, 
Achil Gate, Batala, Gurdaspur, Punjab-l43505, have changed 
my name and shall hereafter be known as RAUNKI LAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROUNKI RAM alias ROUNKIRAM 
[Signature (in existing old name)] 


346 THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 


[Part IV 


I hitherto known as ASHA KALUCHA W/o ANOOP 
RATAN, R/o 6/95, Joshi Road, Karol Bagh, Central Delhi, 
Delhi-0005, have changed my name and shall hereafter be 
known as ASHA RANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHA KALUCHA 
[Signature (in existing old name)] 


I hitherto known as GORIBIDDI DURYODHANA 
C/o GORIBIDDI PAPARAO, R/o H. No. 3-l68/37, 38 
Phase 2, Vemana Reddy Nagar, Near Krishna Nagar, Suraram, 
PO IDA Jeedimetla, Dist. Medchal-Malkajgiri, 
Telangana-500055, have changed my name and shall hereafter 
be known as GORIBIDDI GOPALJEE . 


It is certified that I have complied with other legal 
requirements in this connection. 


GORIBIDDI DURYODHANA 
[Signature (in existing old name)] 


I hitherto known as GUNUMOLU POSAMMA 
W/o POSIYYA, R/o H. No. l-42, Kothpeta Nidadavolu 
Mandalam Surapuram, Surapuram , Katakoteswaram, West 
Godavari, Andhra Pradesh-534305, have changed my name 
and shall hereafter be known as GUNUMOLU NAVEENA. 


It is certified that I have complied with other legal 
requirements in this connection. 


GUNUMOLU POSAMMA 
[Signature (in existing old name)] 


T hitherto known as BIKRAM SINGH YADAV S/o SHIV 
DARSHAN YADAV, R/o Lodipur, Bihar, Kunda, Bhadri, 
Pratapgarh, Uttar Pradesh - 23020l, have changed my name 
and shall hereafter be known as to BIKRAM SINGH 
YADAVA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIKRAM SINGH YADAV 
[Signature (in existing old name)] 


T hitherto known as JADAV RAJA SREE wife of JADAV 
GANESH, residing at 4-!-99, Kumarpet, Near Ranisathiji 
Mandir, Adilabad, Telangana-50400I, have changed my name 
and shall hereafter be known as RAJASHREE AGRAWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


JADAV RAJA SREE 
[Signature (in existing old name)] 


I hitherto known as SARANJIT KAUR wife of 
HARPREETPAL SINGH, residing at Village Shahpur, PO 
Wadala Bangar, Tehsil Kalanaur, District Gurdaspur-!43505, 
Punjab, have changed my name and shall hereafter be known 
as SARANDEEP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SARANJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as SURJIT RAM S/o SARNA RAM, 
residing at VPO Kharar Rawal Bassi, P.O. Kharar Achharwal, 
Distt. Hoshiarpur-l4608, Punjab, India, have changed my 
name and shall hereafter be known as GURMUKH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURJIT RAM 
[Signature (in existing old name)] 


I hitherto known as KAVYAA, S/o JASHODA R.C., 
residing at Flat No. 405-A, Pocket-2, Mayur Vihar Phase-|, 
Delhi-009, have changed my name and shall hereafter be 
known as KAYAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAVYAA 
[Signature (in existing old name)] 


I hitherto known as JYOTIRADITYA S/o PANKAJ 
KUMAR SINGH, R/o H.No.l0, Gali NO-I7, Near Nala, 
Subhash Nagar Gandhi Colony, Muzaffarnagar, PO 
Muzaffarnagar Uttar Pradesh-2500, have changed my name 
and shall hereafter be known as JYOTIRADITYA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 

JYOTIRADITYA 

[Signature (in existing old name)] 


T hitherto known as GURJIT KAUR alias BALWINDER 
KAUR wife of BALWINDER SINGH, residing at Village 
Theh Tikha, Post Office, Kot Santokh Rai, Tehsil and District 
Gurdaspur-l4359, Punjab, have changed my name and shall 
hereafter be known as BALWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURJIT KAUR alias BALWINDER KAUR 
[Signature (in existing old name)] 
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I hitherto known as JADHAV UDAY son of JADHAV 
GANESH, residing at 4-l-99, Kumarpet, Near Ranisathiji 
Mandir, Adilabad, Telangana 50400I, have changed my name 
and shall hereafter be known as UDAY AGRAWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


JADHAV UDAY 
[Signature (in existing old name)] 


I hitherto known as RAJWINDER KUMAR S/o BALDEV 
RAJ, residing at Raipur Araian, Dayalpur, Jalandhar, Punjab- 
4449, have changed my name and I shall hereafter be 
known as RAJWINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJWINDER KUMAR 
[Signature (in existing old name)] 


I hitherto known as RATTAN CHAND CHAPRA 
S/o ISHER DASS, residing at H.No.2l3, Chhoti Baradari 
Part-2, Garha Road, Jalandhar, District Jalandhar, Punjab- 
44022, India, have changed my name and shall hereafter be 
known as RATTAN CHAND. 


It is certified that I have complied with other legal 
requirements in this connection. 


RATTAN CHAND CHAPRA 
[Signature (in existing old name)] 


I, FARHA W/o NAFEES AHMAD, R/o 6I, Vard - 69, 
Malookpur Nala Masjid, Bareilly, Uttar Pradesh - 24300], 
have changed name of my minor daughter GANIA NOORI 
aged |7 years and she shall hereafter be known as AYESHA 
FATIMA in future for all purposes. 


It is certified that I have complied with other legal 
requirements in this connection. 

FARHA 

[Signature of Guardian] 


I hitherto known as NIRMAL SHARMA W/o RAJ 
KUMAR SHARMA House Number-B3/4, Gali Number-7, 
Kamla Street, Line Bazar, Distt-Faridkot, Punjab-!5203, have 
changed my name and shall hereafter be known as NEENA 
SHARMA. 

It is certified that I have complied with other legal 
requirements in this connection. 


NIRMAL SHARMA 
[Signature (in existing old name)] 


I hitherto known as BHOLI W/o SUSHIL KUMAR, 
R/o Mohalla Dharampura, PO Qadian, Tehsil Batala, District 
Gurdaspur, Punjab-!4356, have changed my name and shall 
hereafter be known as MEENA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHOLI 
[Signature (in existing old name)] 


I hitherto known as SAHIL S/o MAHESH KUMAR 
residing at B-5/542, Pandusar, Nabha, District Patiala, 
Punjab-4720l, have changed my name and shall hereafter 
be known as SAHIL RAT. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL 
[Signature (in existing old name)] 


I hitherto known as CHOTTE LAL SINGH alias CHOTTE 
SINGH S/o INDRADEV SINGH, R/o 2A/244, Azad Nagar, 
Katarijiyora Ganj, Kanpur Nagar, Kheora, Uttar Pradesh, 
208002, have changed my name and shall hereafter be known 
as KULDEEP SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHOTTE LAL SINGH alias CHOTTE SINGH 
[Signature (in existing old name)] 


I hitherto known as SAHIJAN KAUR GILL D/o SANDEEP 
SINGH, residing at VPO Data Patti Gholia Kalan, District 
Mogra, Punjab-l42056, have changed my name and shall 
hereafter be known as SEHJAN KAUR GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIJAN KAUR GILL 
[Signature (in existing old name)] 


I hitherto known as TAHAMEENA A G W/o ABDUL 
GAFOOR, R/o No.-84, Ist Floor, 7th Cross Ramappa 
Compound, OPP F C I Vijinapura, Bangalore North, PO : 
Doorvaninagar, Dist- Bengaluru, Karnataka-5600l6, have 
changed my name and shall hereafter be known as 
ZERACHEJALL THAMEENA AG 


It is certified that I have complied with other legal 
requirements in this connection. 


TAHAMEENA AG 
[Signature (in existing old name)] 
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I hitherto known as SAHIL S/o MUKESH KUMAR 
SHARMA, residing at New Rahimabad, Post Bijnaur, Thana 
Sarojini Road, Bijnor, Lucknow, Uttar Pradesh-226002, have 
changed my name and shall hereafter be known as 
DIVYANSH SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL 
[Signature (in existing old name)] 


I hitherto known as DHANI RAM S/o BHURI SINGH 
YADAYV, residing at Nagla Rambal, Kalindi Vihar, Naraich, 
Kuberpur, Agra, Uttar Pradesh-282006, have changed my 
name and shall hereafter be known as DHEERENDRA 
YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHANI RAM 
[Signature (in existing old name)] 


I hitherto known as RAJU S/o ABDUL RAZZAK, residing 
at Vill. Koravan, Post- Chhichha, Dist- Fatehpur, Uttar 
Pradesh-22635, have changed my name and shall hereafter 
be known as SHAFIQE AHMED KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU 
[Signature (in existing old name)] 


I hitherto known as JYOTSNA KUMARI W/o VINAY 
DUBEY, R/o Jigani Raja, Shahjahanpur, PO: Tarkulwa, Distt. 
Deoria, Uttar Pradesh-274408, have changed my name and 
shall hereafter be known as SYOTSNA DUBEY. 


It is certified that I have complied with other legal 
requirements in this connection. 


JYOTSNA KUMARI 
[Signature (in existing old name)] 


I, RAVISH DUBEY S/o MAHINDRA KUMAR DUBEY, 
R/o T 0-904, Raheja Reserve, Off Nibm Road, Near Vibgyor 
High School, Mohammedwadi, Pune City, Pune, Maharashtra- 
4060, have changed the name of my minor son REANSH 
aged about l0 years and he shall hereafter be known as 
AADHYAN DUBEY. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVISH DUBEY 
[Signature of Guardian] 


T hitherto known as SEEMA wife of SUKHDEV SINGH, 
residing at Ward No. l0, Garden Colony, Fatehgarh Churian 
Road, Gurdaspur, Punjab-l43602, have changed my name 
and shall hereafter be known as SARBJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SEEMA 
[Signature (in existing old name)] 


I hitherto known as ARJUN PRASAD S/o RAMESHWAR 
LAL BINJRAJKA, R/o Yogiyamath, Saraiyaganj, Saraiya 
Sadullahpur, Muzaffarpur, Musahri Muzaffarpur, Bihar- 
84200, have changed my name and shall hereafter be known 
as ARJUN PRASAD BINJRAJKA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARJUN PRASAD 
[Signature (in existing old name)] 


T hitherto known as RAVI JAUHARI S/o AJAY KUMAR 
JOHARI, residing at H.No. |6/I2, First Floor, Pocket- 7 Sector- 
82, Noida, Gautam Buddha Nagar, Uttar Pradesh- 20304, 
have changed my name and shall hereafter be known as 
RAVI JOHARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVI JAUHARI 
[Signature (in existing old name)] 


I hitherto known as MAHENDAR. N son of 
SHANAWALMAL, R/o 28-64, Boya Street, Subhash Road, 
Anantpur, Old Town, Annanthapuramu, Andhra Pradesh- 
55005, have changed my name and shall hereafter be known 
as MAHENDRA KUMAR JAIN NAWALMAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHENDAR. N 
[Signature (in existing old name)] 


T hitherto known as SATISH KUMAR son of ROSHAN 
LAL, residing at H.No.460, Diamond Avenue, Majitha Road, 
District Amritsar, Punjab-!4300l, have changed my name 
and shall hereafter be known as SATISH ARORA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATISH KUMAR 
[Signature (in existing old name)] 
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I hitherto known as HIRA SINGH RANDHAWA son of 
PURAN SINGH, residing at H.No. 2l2, Silver Estate 
Madhuban Estate, Ram Tirath Road, Wadala Bhitewadh, 
District Amritsar, Punjab-!4305, have changed my name 
and shall hereafter be known as HIRA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HIRA SINGH RANDHAWA 
[Signature (in existing old name)] 


I, AKHILESH KUMAR YADAV S/o HARINATH YADAV, 
R/o Village Khaparaha, Post Khaparaha, Khaparaha, Mariahu, 
Jaunpur, UP-2223l, have changed the name of my minor 
daughter ANVI YADAV aged 3 years and she shall hereafter 
be known as KARVI SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


AKHILESH KUMAR YADAV 
[Signature of Guardian] 


I hitherto known as RASHMI GUPTA alias RASHMI 
GOEL D/o VINOD CHAND GUPTA W/o DEEPAK GOEL, 
R/o B-2/5l, B-2 Block Ashok Vihar Phase-2, North West 
Delhi-0052, have changed my name and shall hereafter be 
known as RASHMI GOEL. 


It is certified that I have complied with other legal 
requirements in this connection. 


RASHMI GUPTA alias RASHMI GOEL 
[Signature (in existing old name)] 


I hitherto known as PATEL DHANNARAM alias 
DHANNARAM RAVATRAM S/o RAVATRAM, residing at 
0-D, Priyanka Mega City, Godadara Naher Road, Godadara, 
Surat City, Surat, Gujarat-39500, have changed my name 
and shall hereafter be known as PATEL NISHANT 
RAVATRAM. 

It is certified that I have complied with other legal 
requirements in this connection. 


PATEL DHANNARAM alias DHANNARAM 
RAVATRAM 
[Signature (in existing old name)] 


I hitherto known as ARPANPREET KAUR PANJU 
daughter of SAJJAN SINGH, residing at Near Punjab National 
Bank, VPO Harike Kalan, Distt. Sri Muktsar Sahib, Punjab- 
52025, have changed my name and shall hereafter be known 
as ARPANPREET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARPANPREET KAUR PANJU 
[Signature (in existing old name)] 


T hitherto known as HARVINDER SINGH S/o MANOHAR 
SINGH, residing at Village Tund, VTC: Garhdiwala, PO: 
Garhdiwala, Sub District: Dasuya, District: Hoshiarpur, State: 
Punjab, PIN Code: 44207, have changed my name and shall 
hereafter be known as SINGH HARVINDER. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARVINDER SINGH 
[Signature (in existing old name)] 


I, YASH PAL VERMA S/o MADAN LAL, residing at 
Street No. 2, Lachhman Colony, Gidderbaha, Sri Muktsar 
Sahib Pin-l520, punjab, india, have changed the name of 
my minor daughter ALISHA VERMA aged II years and she 
shall hereafter be known as ALISHA, I have changed only 
her name not her religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


YASH PAL VERMA 
[Signature of Guardian] 


I hitherto known as JYOTI BALA CARPENTER alias 
JYOTI JHALA W/o RAJESH JHALA, D/o MOHAN LAL, 
residing at !96, Chankyapuri Colony, VTC: Dhar, PO: Dhar, 
Sub District: Dhar, District: Dhar, State: Madhya Pradesh, 
Pin Code: 45400, have changed my name and shall hereafter 
be known as JYOTI BALA CARPENTER. 


It is certified that I have complied with other legal 

requirements in this connection. 
JYOTI BALA CARPENTER alias JYOTI JHALA 
[Signature (in existing old name)] 


I hitherto known as ARPIT DHINGRA S/o VINEET 
DHINGRA, residing at C2/78-4 Sushant Lok-l, Galleria 
DLF-IV Gurgaon, Haryana-!22009, have changed my name 
and shall hereafter be known as ABHIJAY DHINGRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARPIT DHINGRA 
[Signature (in existing old name)] 


I hitherto known as DASARI LINGARAJU S/o DASARI 
VENKANNA, R/o 6-7, Jajireddy Gudem, Jajireddy Gudem, 
Suryapet, Telangana-508224, have changed my name and 
shall hereafter be known as DASARI MAHESH 
LINGARAJU. 


It is certified that I have complied with other legal 
requirements in this connection. 


DASARI LINGARAJU 
[Signature (in existing old name)] 
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I hitherto known as PAMMY SINGH CHUMBER son of 
RAUNKI RAM CHUMBER, resident of VPO Langeri, PO 
Langeri Jagiraran, Distt. SB S Nagar, Punjab-l44405, India 
have changed my name and shall hereafter be known as 
PARAMJIT SINGH PAMMY. 


It is certified that I have complied with other legal 
requirements in this connection. 


PAMMY SINGH CHUMBER 
[Signature (in existing old name)] 


I hitherto known as BALBIR KAUR CHAUDHARY wife 
of Shri RAVINDER KUMAR, residing at House No. 62, 
Village Torowal, Tehsil Balachaur, Distt. Shahid Bhagat Singh 
Nagar, Punjab-l44524, have changed my name and shall 
hereafter be known as BALBIR KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALBIR KAUR CHAUDHARY 
[Signature (in existing old name)] 


T hitherto known as POONAM KUMARI wife of SUNNY 
BHARTI, residing at Ward- 06, Chakhurdi, Kalapahar, 
Vaishali, Bihar-844505, have changed my name and shall 
hereafter be known as KOMAL BHARTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


POONAM KUMARI 
[Signature (in existing old name)] 


T hitherto known as JOLLY W/o PAWAN KUMAR, R/o 
H.No.-53, Near Baba Kanshipuri Mandir, Rasina, Kaithal, 
Haryana-|36042, have changed my name and shall hereafter 
be known as JYOTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


JOLLY 
[Signature (in existing old name)] 


I hitherto known as BALDEV RAJ son of HANS RAJ, 
resident of VPO, Udhanwal, Teh. Batala, Distt. 
Gurdaspur-43505, Punjab, India, have changed my name 
and shall hereafter be known as BALDEV SINGH 


It is certified that I have complied with other legal 
requirements in this connection. 


BALDEV RAJ 
[Signature (in existing old name)] 


I hitherto known as PRANAW KUMAR SINGH 
S/o SWAMI SATYANAND JI MAHARAJ, R/o Barham 
Vidyalaya and Ashram, Chhotka Rajpur P.S. Semri, P.O. 
Chhotka Rajpur, Dist. Buxar, Bihar-8023, have changed my 
name and shall hereafter be known as MAHATMA AKSHAR 
PRAKASHANAND. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRANAW KUMAR SINGH 
[Signature (in existing old name)] 


I hitherto known as SALONEY VERMA W/o VIKRAM 
VERMA, residing at H. No. 523/l, Arya Nagar Jail Road, 
Gurdaspur, Punjab-!4352, have changed my name and shall 
hereafter be known as SALONEY SURI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SALONEY VERMA 
[Signature (in existing old name)] 


I hitherto known as PARMINDER KAUR wife of 
HARPARTAP SINGH, residing at H.No. 498 A, Ranjit 
Avenue, District Amritsar, Punjab-!4300I, have changed my 
name and shall hereafter be known as ANJALI KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARMINDER KAUR 
[Signature (in existing old name)] 


I, SNAGA MALLESWARA REDDY son of SRIRANGAPU 
CHINNA RANGA REDDY, residing at H.No.-!7, Ground Floor, 
2nd Cross, Ganesha Layout, M.S.Palya, Bangalore North, 
Karnataka-560097, have changed the name of my minor son 
S NAGA GUNA SEKHAR REDDY aged |4 years and he 
shall hereafter be known as SRIRANGAPU NAGA GUNA 
SEKHAR REDDY. 


It is certified that I have complied with other legal 
requirements in this connection. 


S NAGA MALLESWARA REDDY 
[Signature of Guardian] 


I hitherto known as JOYTI VERMA wife of RAJESH 
KUMAR residing at H.No. 26-D, New Prithvi Nagar, 
Kishanpura, Jalandhar, Punjab-!4400, have changed my 
name and shall hereafter be known as JYOTI. 


It is certified that I have complied with other legal 
requirements in this connection. 

JOYTI VERMA 

[Signature (in existing old name)] 
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I hitherto known as RAVINDER KAUR RAJPOOT 
daughter of JAGJIT SINGH wife of BALWINDER SINGH 
RAJPOOT, R/o Ward No. 2, Agwar Sidhuan Da, Dharamkot, 
Moga, Punjab-!42042, have changed my name and shall 
hereafter be known as RAJWANT KAUR RAJPOOT. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVINDER KAUR RAJPOOT 
[Signature (in existing old name)] 


I hitherto known as SUKHWINDER SINGH MAAN son 
of JAGIR SINGH, residing at Pishori Ahata, Old Naraingarh 
Near Bye Pass Road, Chheharta, District Amritsar-4305 
Punjab, have changed my name and shall hereafter be known 
as SUKHWINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHWINDER SINGH MAAN 
[Signature (in existing old name)] 


I, MANJIT KAUR wife of JAGGA, residing at VPO 
Shahpur Jajan, Tehsil Dera Baba Nanak, District Gurdaspur- 
43604 Punjab, have changed the name of my minor son 
POOJA, aged 3 years and he shall hereafter be known as 
VISHWAS MAHLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJIT KAUR 
[Signature of Guardian] 


I hitherto known as SAWARN KAUR W/o DIWAN 
CHAND, R/o 89 Pratap Nagar, New Sabji Mandi Road, 
Pathankot, Punjab-!4500, have changed my name and shall 
hereafter be known as SWARNA DEVI. I have changed 
only my name not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAWARN KAUR 
[Signature (in existing old name)] 


I hitherto known as DHANEKUMAR SOMAPPA 
MALGIMANI alias DHANEKUMAR MALGIMANI 
S/o SOMAPPA MALGIMANT, R/o Flat No 82, Block 3, 
Salkar Residency Airport Road Near Vidhya Mandir School 
Adarshnagar Chicalim South Goa- 4037I, have changed my 
name and shall hereafter be known as DHANEKUMAR 
MALGIMANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHANEKUMAR SOMAPPA MALGIMANT alias 
DHANEKUMAR MALGIMANI 
[Signature (in existing old name)] 


I hitherto known as RAJENDER CHUGH S/o RAM 
LUBHAYA, residing at 33, Jawahar Park, Saharanpur, Uttar 
Pradesh-24700I, have changed my name and shall hereafter 
be known as RAJENDER PRASAD. 


It is certified that I have complied with other legal 
requirements in this connection. 

RAJENDER CHUGH 

[Signature (in existing old name)] 


I hitherto known as KRISHNAMOORTHI ANAND 
HARISH alias K ANAND HARISH S/o KRISHNAMOORTHI 
HARISH NARAYANAN residing at 247, Aravali Apartments, 
Alaknanda, Ali, Delhi-!!00l9 have changed my name and 
shall hereafter be known as ANAND HARISH. 


It is certified that I have complied with other legal 
requirements in this connection. 

KRISHNAMOORTHI ANAND HARISH alias K ANAND 

HARISH 

[Signature (in existing old name)] 


I hitherto known as RIZVANA SAEED alias RIZWANA 
SAEED alias KM RIZVANA ARIF W/o SAEED AHMAD 
D/o SYED ZAMEER HUSSAIN RIZVI, R/o H. No. 8-K, 
Masjid Kaley Khan, Near Munshi Majeed Road, Rampur, 
Rampur City, Rampur, Uttar Pradesh-24490, have changed 
my name and shall hereafter be known as RIZVANA 
SAEED. 

It is certified that I have complied with other legal 
requirements in this connection. 

RIZVANA SAEED alias RIZWANA SAEED alias 
KM RIZVANA ARIF 
[Signature (in existing old name)] 


I hitherto known as SATYA PAL S/o JEEVAN DASS, 
residing at H. No. B-29 Numaish Camp, Saharanpur, Uttar 
Pradesh-24700l, have changed my name and shall hereafter 
be known as SATPAL BHARTI. 

It is certified that I have complied with other legal 
requirements in this connection. 

SATYA PAL 
[Signature (in existing old name)] 


I hitherto known as MEHRAJ UD DIN KHAN 
S/o GULAM MOHAMMAD KHAN, residing at Aram Pora, 
Nawa Kadal, Srinagar, Jammu and Kashmir-90002, have 
changed my name and shall thereafter be known as NAWAB 
MEHRAN KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 

MEHRAJ UD DIN KHAN 

[Signature (in existing old name)] 
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I hitherto known as HARDEEP KAUR W/o GURMAIL 
SINGH, residing at Village Rattan Palon, Fatehgarh Sahib, 
Punjab-!4730l, have changed my name and shall hereafter 
be known as GURDEEP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARDEEP KAUR 
[Signature (in existing old name)] 


I hitherto known as THUMMA RANGAMMA 
W/o SUPPANI SUBRAHMANYAM, residing at 8-8| Street 
No | Kalkinagar, Kamareddy, Nizamabad, Telangana-503I], 
have changed my name and shall hereafter be known as 
SUPPANI CHANDRAKALA. 


It is certified that I have complied with other legal 
requirements in this connection. 


THUMMA RANGAMMA 
[Signature (in existing old name)] 


I, NISHANT KUMAR S/o SHIWAJEE PRASAD, residing 
at B-!78, Second Floor, Pocket-A, Near INA Market, INA 
Colony, Laxmi Bai Nagar, Delhi-!!0023, have changed the 
name of my minor son LEON PATEL, aged 2 years and he 
shall thereafter be known as VIVAAN PATEL. 


It is certified that I have complied with other legal 
requirements in this connection. 


NISHANT KUMAR 
[Signature of Guardian] 


I hitherto known as MOHAMMAD ASLAM S/o ABDUL 
SHAKOOR, residing at Near Karbala, Green Avenue, 
Malerkotla (R), Malerkotla, Punjab-!48023, have changed 
my name and shall hereafter be known as ASLAM KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD ASLAM 
[Signature (in existing old name)] 


I hitherto known as MANVESH MALHOTRA 
S/o NARESH MALHOTRA, residing at A 873, Sushant 
Lok Phase-!, HDFC Anshal Sushant Plaza, Chakarpur (74), 
Gurgaon, Haryana-!22002, have changed my name and shall 
hereafter be known as MANVESSH MALHOTRA. 


It is certified that I have complied with other legal 
requirements in this connection. 

MANVESH MALHOTRA 

[Signature (in existing old name)] 


I hitherto known as NIKHIL AGGARWAL S/o DEEPAK 
KUMAR GOYAL, residing at C-95, JJ Colony Khanpur, 
Dr. Ambedkar Nagar, PO: Pushpa Bhawan, Delhi-!0062, 
have changed my name and shall hereafter be known as 
NIKHIL GOYAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


NIKHIL AGGARWAL 
[Signature (in existing old name)] 


I, CHANDRAHAS MAURYA S/o MURARILAL, residing 
at C-/789, Gali No-2, 3rd Pusta, Sonia Vihar, Delhi-!0090, 
have changed the name of my minor son RAJ, aged 3 years 
and he shall thereafter be known as RAJ KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDRAHAS MAURYA 
[Signature of Guardian] 


I hitherto known as MAHANTESH alias MALTESH 
S/o SHETTEPPA JANMATTI, residing at No 5, Satyashanti 
Ashram Road, Aishwarya Nagar, Bijapur, Karnataka-58603, 
have changed my name and shall hereafter be known as 
MAHANTESH 8 JANMATTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHANTESH alias MALTESH 
[Signature (in existing old name)] 


I hitherto known as KULWINDER KAUR 
W/o DHARMINDER SINGH, residing at Bhagwan Nagar, 
Raikot Road, Malerkotla, District Malerkotla, Punjab-48023, 
India, have changed my name and shall hereafter be known 
as BALWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KULWINDER KAUR 
[Signature (in existing old name)] 


I, SWATI W/o ABINASH KUMAR CHAUDHARY, 
R/o Garha Sanichar Sthan Road, Near R K College Main 
Gate, Ward No. ll, Madhubani, Bihar- 8472l, have changed 
the name of my minor son PURVIK CHAUDHARY, aged 
about 7 years and he shall hereafter be known as ABHINAV 
CHAUDHARY. 


It is certified that I have complied with other legal 
requirements in this connection. 

SWATI 

[Signature of Guardian] 
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I, CHANDRASHEKHAR KUMAR S/o KISHTO SAH, 
R/o Ward No-02, Gali No-02, Village- Rashidpur, Post Office- 
Akbarnagar, Police Station-Akbarnagar, Block Sultanganj, 
Bhagalpur, Bihar-8!3223, I have changed the name of my 
minor daughter SANVIKA SAVI, aged about 5 years and 
she shall hereafter be known as SHIVANSHI KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDRASHEKHAR KUMAR 
[Signature of Guardian] 


I hitherto known as SHRUTI GUPTA S/o MAHESH 
KUMAR GUPTA, R/o House No - 4, Tilak Nagar, Konch, 
Jalaun, Uttar Pradesh - 285205, have changed my name and 
shall hereafter be known as KRSN GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 

SHRUTI GUPTA 

[Signature (in existing old name)] 


I hitherto known as PRIYA SHARMA D/o RAM SARAN 
and W/o VIJAY SHARMA, residing at Ward २०.।7, Dhangu 
Road, Friends Colony, Sunder Nagar, Pathankot, Punjab- 
4500, have changed my name and shall hereafter be known 
as ANITA KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRIYA SHARMA 
[Signature (in existing old name)] 


T hitherto known as HIMANT SINGH S/o KAKU SINGH, 
residing at H. No. 292-A, Golden City, Ward No. 5, Sector 
4, Mundi Kharar, S.A.S Nagar (Mohali), Punjab - 4030, 
have changed my name and shall hereafter be known as 
HIMMAT SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HIMANT SINGH 
[Signature (in existing old name)] 


I hitherto known as VEENA DEVI W/o JAGDISH 
PRASAD, R/o House No 69, New Defence Colony, 
Muradnagar, Ghaziabad, Uttar Pradesh-20206, have changed 
my name and shall hereafter be known as VEENA. 


It is certified that I have complied with other legal 
requirements in this connection. 

VEENA DEVI 

[Signature (in existing old name)] 


I hitherto known as SANGEETA RANI D/o MADAN 
LAL CHOPRA, R/o A/l97, Gautam Nagar, South Delhi, 
Delhi - 0049, have changed my name and shall hereafter 
be known as SANGEETA RANI CHOPRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANGEETA RANI 
[Signature (in existing old name)] 


I hitherto known as VEERESH R HUDEDAMANI 
S/o RACHAPPA RUDRAPPA HUDEDMANI, R/o Ward 
No. I3, Mashevvan Gudi Lane Mashevvan Gudi Lane 
Mangalawar Peth, Tq Rabakavi Banahatti, Bagalkot, 
Karnataka - 5873ll, have changed my name and shall 
hereafter be known as VEERESH HUDEDAMANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VEERESH R HUDEDAMANI 
[Signature (in existing old name)] 


I hitherto known as LAKSHITA MALHOTRA 
D/o NARESH MALHOTRA, residing at Villa No 83, 
Dearwood Nirvana Countery, South City Sector 50, Islampur 
(97), Gurgaon, Haryana-2208, have changed my name and 
shall hereafter be known as LAKSSHITA MALHOTRA. 


It is certified that I have complied with other legal 
requirements in this connection. 

LAKSHITA MALHOTRA 

[Signature (in existing old name)] 


T hitherto known as RAMNEK SINGH S/o AMAR SINGH, 
R/o Village Rakauli, Teh. Kharar, Distt SAS Nagar, Mohali, 
Punjab-4003, have changed my name and shall hereafter 
be known as HARNEK SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMNEK SINGH 
[Signature (in existing old name)] 


T hitherto known as DIVYA V D/o N VEL MURUGAN, 
residing at 62/l287 Kattithara, Concillor Road, Kaloor, 
Kathrikadavu, Ernakulam, Kerala-68207, have changed my 
name and shall hereafter be known as DIVYA VIVEK. 


It is certified that I have complied with other legal 
requirements in this connection. 


DIVYA V 
[Signature (in existing old name)] 
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I, NITIN DEV S/o HARI SINGH THAPA, residing at Flat 
No 38 Kairali Apartment, Panampilly Nagar Avenue, Near 
Kseb Station, Panampilly Nagar, Ernakulam, Kerala-682036, 
have changed the name of my minor daughter NITYASRI 
DEV, aged |3 years and she shall thereafter be known as 
NITYASRI DEV THAPA. 


It is certified that I have complied with other legal 
requirements in this connection. 

NITIN DEV 

[Signature of Guardian] 


I hitherto known as SOMA RANI W/o LAL CHAND, 
residing at SUNNER KHURD, PO Rurki, VTC: Phillaur, 
Jalandhar, Punjab-4430, have changed my name and shall 
hereafter be known as SOMA RANI KASHYAP. 


It is certified that I have complied with other legal 
requirements in this connection. 


SOMA RANI 
[Signature (in existing old name)] 


I hitherto known as RITU BALA D/o MOHAN SINGH 
RANA, R/o Sanghol, Fatehgarh Sahib, Punjab-!40802, have 
changed my name and shall hereafter be known as RITU 
RANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RITU BALA 
[Signature (in existing old name)] 


T hitherto known as MANJIT SINGH MALHI S/o IQBAL 
SINGH, residing at 92, Guru Teg Bahadur Colony, Jalandhar 
Road, Batala, Gurdaspur-43505, Punjab, have changed my 
name and shall hereafter be known as MANJIT SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJIT SINGH MALHI 
[Signature (in existing old name)] 


T hitherto known as GURBHINDER KAUR wife of SHER 
SINGH, residing at Road Adaltpur, Dera I.T.I Road, Kalanaur 
District Gurdaspur-!4352 Punjab, have changed my name 
and shall hereafter be known as GURPINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURBHINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as DEVARINTI SREENIVASULU 
S/o DEVARINTI SUBBARAYUDU, R/o H. No. 3-]42, S.C 
Colony, Kallur, Yellanur, Ananthapuramu (DT) - 55465. 
Andhra Pradesh, have changed my name and shall hereafter 
be known as DEVARINTI MATTHEW. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVARINTI SREENIVASULU 
[Signature (in existing old name)] 


T hitherto known as KAMALA VENKATRAMAN alias 
KAMALA VENKATARAMAN alias SUBHA LAKSHMY 
D/o PADMANABHA IYER YAGNASWAMI and W/o Late 
R. VENKATARAMAN, residing at Cl/52, Indira Nagar, 
Kadavanthra, VTC. Kadavanthara S.O, District- Ernakulam, 
Kerala - 682020, have changed my name and shall hereafter 
be known as SUBBULEKSHMIAMMAL VENKITARAMAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMALA VENKATRAMAN alias KAMALA 
VENKATARAMAN alias SUBHA LAKSHMY 
[Signature (in existing old name)] 


I hitherto known as KHUSHI RAM son of Shri BHAJAN 
RAM NAUTITYAL, employed as Assistant Audit Officer in 
the Office of the Pr. Accountant General (Audit) Uttarakhand, 
Dehradun residing IPO address at Type-III, Block-F/46, 
IA&AD Colony, Kaulagarh, Near-IHM, Dehradun 
Uttarakhand. Permanent Address Village and Post- 
Haja, Tech-Chakrata, District-Dehradun, U.K. Pin code- 
24896, have changed my name and shall hereafter be known 
as KHUSHI RAM NAUTTYAL. 


\It is certified that I have complied with other legal 
requirements in this connection. 


KHUSHI RAM 
[Signature (in existing old name)] 


I hitherto known as PRAMOD J C alias PRAMOD 
JAMMITIGE CHAKRAPANI BHAT , S/o CHAKRAPANI 
BHAT, residing at |665, |0th main road, A Block, 2nd Stage, 
Rajajinagar, Bangalore- 56000, India, have changed my name 
and shall hereafter be known as PRAMOD JAMMITIGE 
BHAT. 

It is certified that I have complied with other legal 
requirements in this connection. 


PRAMOD J C alias PRAMOD JAMMITIGE 
CHAKRAPANI BHAT 
[Signature (in existing old name)] 
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I, hitherto known as RANJANA KUMARI NAYYAR alias 
RANJANA NAYYAR alias RANJANA GUPTA 
D/o SUBHASH CHANDER NAYYAR W/o HARISH GUPTA 
RO Flat No-!03/Tower No-Cl, PWO Housing Complex, 
Sector-43, Gurgaon, Haryana-l22009, have changed my name 
and shall hereafter be known as RANJANA NAYYAR. 


It is certified that I have complied with other legal 
requirements in this connection. 

RANJANA KUMARI NAYYAR alias RANJANA 

NAYYAR alias RANJANA GUPTA 

[Signature (in existing old name)] 


I hitherto known as YOGESH AHUJA alias YUGPRAVESH 
S/o ARJUN KUMAR residing at Gali Pipal Wali Jain Chowk, 
Bhiwani Haryana-l2702!, have changed my name and shall 
hereafter be known as YUGPRAVESH. 


It is certified that I have complied with other legal 
requirements in this connection. 


YOGESH AHUJA alias YUGPRAVESH 
[Signature (in existing old name)] 


T hitherto known as KARMJEET KAUR W/o JOGINDER 
SINGH R/o House No.657, Ward No.22, Lal Singh Road, 
Bohona Bypass Moga, Tehsil and District Moga, Punjab- 
4200, have changed my name and shall hereafter be known 
as KARAMJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KARMJEET KAUR 


[Signature (in existing old name)] 


T hitherto known as SUKHCHAIN SINGH S/o HARNAM 
SINGH, R/o H.No.l0, Khalsa College Avenue, PO Khalsa 
College, B/S Khalsa College for Women, Distt. Amritsar, 
Punjab-!4300l, have changed my name and shall hereafter 
be known as SUKHCHAIN SINGH BHANGU. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHCHAIN SINGH 
[Signature (in existing old name)] 


I hitherto known as RUCHI KAPOOR D/o ASHOK 
KUMAR and W/o ANAND CHOPRA Residing at House 
No. 8200/20/A/l, B-34, New Maya Nagar, Chuharpur Road, 
Haibowal Kalan, Ludhiana, District Ludhiana, Punjab-!400], 
India, have changed my name and shall hereafter be known 
as MANVI CHOPRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RUCHI KAPOOR 
[Signature (in existing old name)] 


T hitherto known as RAVI ARORA S/o SHAM SUNDER, 
residing at H.No. 549, B-Block, Ranjit Avenue, Amritsar- 
4300, Punjab, have changed my name and shall hereafter 
be known as RAVI KANT ARORA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVI ARORA 
[Signature (in existing old name)] 


I, AMIT SHARMA S/o ROSHAN LAL SHARMA, 
R/o Flat No- 243, Tower No 2, Prestige Royale Gardens, 
Doddaballapura Road, Avalahali, Yelahanka, Bengaluru, 
Karnataka- 560064, have changed the name of my minor 
daughter AADYA SHARMA aged about | Month and she 
shall hereafter be known as AHANA SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT SHARMA 
[Signature of Guardian] 


T hitherto known as MEENU CHHABRA W/o JOGINDER 
SINGH, residing at House No. B-3-252, Kucha Pandit Beli 
Ram, Kajian Mohalla, Ludhiana, District Ludhiana, Punjab- 
4008, India, have changed my name and shall hereafter be 
known as MANJU CHHABRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEENU CHHABRA 
[Signature (in existing old name)] 


Thitherto known as LEELAVATI alias LILAWATI PANDEY 
alias GUDDI PANDEY D/o HARI GOVIND PATHAK W/o 
SANJAY KUMAR PANDEY, residing at 8-3 /80.43-29, Ahilya 
Bai Colony, P.S. Lanka, Varanasi, Uttar Pradesh-22005, have 
changed my name and shall hereafter be known as GUDDI 
PANDEY. 


It is certified that I have complied with other legal 
requirements in this connection. 

LEELAVATI alias LILAWATI PANDEY alias GUDDI 

PANDEY 

[Signature (in existing old name)] 


I, MUKESH PRAMANIK S/o RAJENDRA PRAMANICK, 
R/o Paramahalla, Sahapur, Sagardighi, Barala, Murshidabad, 
West Bengal-74222, have changed the name of my minor 
PRIYANSH PRAMANIK aged about 2 years and he shall 
hereafter be known as SATVIK PRAMANIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUKESH PRAMANIK 
[Signature of Guardian] 
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I hitherto known as BALKARN SINGH BUTTAR 
S/o GURDEV SINGH R/o VPO-Assa Buttar, Tehsil- 
Gidderbaha, District-Sri Muktsar Sahib, Punjab, have 
changed my name and shall hereafter be known as 
BALKARN SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALKARN SINGH BUTTAR 
[Signature (in existing old name)] 


I hitherto known as ANU SHARMA D/o CHARANJEET 
SHARMA W/o VINEET CHAWLA residing at 590-E Bhai 
Randhir Singh Nagar, Near BSNL Exchange, Rajguru Nagar, 
Ludhiana, Punjab-!402, have changed my name and shall 
hereafter be known as KAVITA CHAWLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANU SHARMA 
[Signature (in existing old name)] 


I hitherto known as CHANDANA W/o P K RAMESH 
residing at F-, Radhey Apartment 7/ll6 A, Swaroop Nagar, 
Kanpur, Uttar Pradesh-208002, have changed my name and 
shall hereafter be known as CHANDANA BOSE RAMESH. 


It is certified that I have complied with other legal 
requirements in this connection. 

CHANDANA 

[Signature (in existing old name)] 


I, VANSH KUSHWAHA S/o BALRAM SINGH, residing 
at B-045, GF, Green Field, NHPC Colony, Faridabad, Haryana- 
200, have changed the name of my minor daughter 
DEESHITA SINGH age 4 years and she shall hereafter be 
known as AARUSHI SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


VANSH KUSHWAHA 
[Signature of Guardian] 


I hitherto known as SAROJ KUMAR MAHTO S/o RAM 
CHANDRA MAHTO, R/o Ward No.-02, Basahi, P.O. 
Churamachak, P.S.- Bhagwanpur, Dist.- Begusarai, Bihar- 
85] 33, have changed my name and shall hereafter be known 
as NARESH MAHTO. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAROJ KUMAR MAHTO 
[Signature (in existing old name)] 


I hitherto known as KAMAL JEET KAUR UPPAL alias 
KAMALJIT KAUR W/o KANWAL JEET SINGH UPPAL, 
residing at House No.-l69, Phase-2, S.A.S Nagar (Mohali), 
Chandigarh, Sector-55, S.A.S Nagar (Mohali), Punjab - 60055, 
have changed my name and shall hereafter be known as 
KAMALJIT KAUR UPPAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMAL JEET KAUR UPPAL alias KAMALJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as VIVEK PRAKASH S/o SHISHU PAL 
SINGH residing at 345, Sainik Colony, Bareilly, Uttar Pradesh- 
24300l, have changed my name and shall hereafter be known 
as VIVEK PRAKASH YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIVEK PRAKASH 
[Signature (in existing old name)] 


I hitherto known as KULDIP SINGH S/o GURUBACHAN 
SINGH R/o House No-899, Tehsil-Nilokheri, Ramana 
Ramani(53), PO-Ramana Ramani, Distt-Karnal, Haryana- 
326, changed my name and shall hereafter be known as 
KULDEEP SINGH . 


It is certified that I have complied with other legal 
requirements in this connection. 


KULDIP SINGH 
[Signature (in existing old name)] 


I hitherto known as MITR SAIN alias MITTER SAIN 
S/o MANPHOOL SINGH R/o I, Khari Sureran, Khari Surera 
(Part) (ll), Khari Surekan, Sirsa, Haryana-!25l02 have 
changed my name and shall hereafter be known as MITTER 
SAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


MITR SAIN alias MITTER SAIN 
[Signature (in existing old name)] 


I, VANSH KUSHWAHA S/o BALRAM SINGH, residing 
at B-045, GF, Green Field, NHPC Colony, Faridabad, Haryana- 
20I0, have changed the name of my minor son DARSHIT 
SINGH age 7 years and he shall hereafter be known as 
AARUSH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


VANSH KUSHWAHA 
[Signature of Guardian] 
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I hitherto known as DHARMMENDRA PANDDE 
S/o SWAMI NATH, R/o at RG B I84, Raghubir Nagar, Near 
Cement Godown Tagore Garden, West Delhi, Delhi 0027, 
have changed my name and shall hereafter be known as 
DHARMMENDRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHARMMENDRA PANDDE 
[Signature (in existing old name)] 


I, RAM DHEERAJ SHARMA S/o TRIYUGI NARAIN 
SHARMA, residing at 554/83 S/l, Shanti Nagar, Lucknow, 
Alambagh, Lucknow, Uttar Pradesh - 226005, have changed 
the name of my minor 50 NAMAN SHARMA aged 6 
years and he shall hereafter be known as SHREYANSH 
SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAM DHEERAJ SHARMA 
[Signature of Guardian] 


T hitherto known as MEENA RANI D/o PAWAN KUMAR 
W/o RAJESH GARG residing at #42, Chanderlok, Bank Of 
India, Sector 2-C, Mandi Gobindgarh, District Fatehgarh 
Sahib, Punjab-l4730, have changed my name and shall 
hereafter be known as MEENU GARG. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEENA RANI 
[Signature (in existing old name)] 


I hitherto known as DILBAG SINGH S/o UDHAM 
CHAND residing at Vill. Chak Hazipur, Teh. Garhshankar, Po. 
Samundra, Distt. Hoshiarpur, Punjab-l44532 have changed 
my name and shall hereafter be known as MEHAR CHAND. 


It is certified that I have complied with other legal 
requirements in this connection. 


DILBAG SINGH 
[Signature (in existing old name)] 


I, hitherto known as BHUSHAN alias GOVIND S/o 
HOSHTYAAR SINGH R/o House No-F-47, Adhyapak Nagar, 
Nangloi, West Delhi-004, have changed my name and 
shall hereafter be known as GOVIND. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHUSHAN alias GOVIND 
[Signature (in existing old name)] 


I hitherto known as ANEETA D/o AMARIIT, residing 
at Village Sofi Pind, Post Office Kukkar Pind, Distt. Jalandhar, 
Punjab-440l, India, have changed my name and shall 
hereafter be known as ANEETA KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

ANEETA 

[Signature (in existing old name)] 


I hitherto known as JOVINDERPAL KAUR 
W/o KULWANT SINGH BRAR R/o VPO. Dhurkot, District 
Faridkot, Punjab, have changed my name and shall hereafter 
be known as SIMARJIT KAUR BRAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JOVINDERPAL KAUR 
[Signature (in existing old name)] 


I, M. SHANMUGAVALLI wife of ? MANIMARAN 
residing at Near Telugu Church, Prem Nagar, Port Blair, 
South Andaman, A & N Islands - 7440, have changed the 
name of my minor son M. SHAILESH JAYAN alias M. 
AADHIT AKILAN aged |2 years and he shall hereafter be 
known as M. AADHIT AKILAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


M. SHANMUGAVALLI 
[Signature (in existing old name)] 


T hitherto known as I, MANISHA GOEL alias MANISHA 
JINDAL D/o SURENDRA KUMAR GOYAL W/o MANISH 
JINDAL R/o H-i2 Phase-l, Ashok Vihar, Delhi-!0052, have 
changed my name and shall hereafter be known as MANISHA 
JINDAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANISHA GOEL alias MANISHA JINDAL 
[Signature (in existing old name)] 


I, SUKHDEEP SINGH Son of BALWANT SINGH residing 
at H.No.30, Partap Nagar, GT Road, District Amritsar-4300], 
Punjab, have changed the name of my minor Son 
ARMANDEEP SINGH AGED ]7 YEARS and he Shall 
hereafter be known as ARMANDEEP SINGH JOSAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHDEEP SINGH 
[Signature of Guardian] 
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I, SUSARAPU RAVI KUMAR, S/o RAMA MURTHY, 
R/o MIG-436, APHB Colony, Near ZP, Srikakulam Town and 
Mandal, Srikakulam District, Andhra Pradeesh-53200l, have 
changed the name of my minor Son SAI SUDEEP SARMA 
SUSARAPU, aged |2 years and he shall hereafter be known 
as SUDEEP SUSARAPU. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUSARAPU RAVI KUMAR, 
[Signature of Guardian] 


I, hitherto Known as SHARANJIT KAUR Daughter of 
GURPAL SINGH Wife of BISWAJIT GHOSH residing at Gali 
No.2, New Ranjit Pura, Chheharta, District Amritsar-!4305, 
Punjab have changed my name and Shall hereafter be known 
as SHARANJIT GHOSH 


It is certified that I have complied with other legal 
requirements in this connection. 


SHARANJIT KAUR 
[Signature (in existing old name)] 


I, hitherto known as HARSETA alias HARSETA NEGI 
D/o NANDAN SINGH , R/o Rawelsera, Post-Bagwalipokhar, 
Rawal sera, Almora, Uttarakhand- 26362, have changed my 
name and shall hereafter be known as HARSETA NEGI 


It is certified that I have complied with other legal 
requirements in this connection. 


HARSETA alias HARSETA NEGI 
[Signature (in existing old name)] 


I hitherto known as GEETA BANDHU alias GEETA 
BANDHA W/o RAMESH BANDHU, residing at # 9, Lane- 
2, Blossoms Enclave, Nabha Road, Patiala, Patiala, Punjab- 
4700, have changed my name and shall hereafter be known 
as GEETA RANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


GEETA BANDHU alias GEETA BANDHA 
[Signature (in existing old name)] 


I hitherto known as SANJAY KUMAR S/o MAHENDRA 
SINGH, R/o Faizallapur Ajnara, Bulandshahr, Uttar Pradesh- 
20350, have changed my name and shall hereafter be known 
as SANJAY SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJAY KUMAR 
[Signature (in existing old name)] 


T hitherto known as BALVIR KAUR W/o KEWAL SINGH, 
R/o VPO, Nano Maliyan, Bhanolanga, Kapurthala, Punjab- 
44620, have changed my name and shall hereafter be known 
as PARAMJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALVIR KAUR 
[Thumb impression] 


I hitherto known as MAHESHWARI YADAV 
D/o MAHESH YADAV, Ward No-I, 6 Ram Mandir Marg, 
Gadi Khana, Maheshwar, Khargone, Madhya Pradesh-45224, 
R/o have changed my name and shall hereafter be known 
as DOLLY YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHESHWARI YADAV 
[Signature (in existing old name)] 


T hitherto known as VANITA RIHAN D/o VIJAY KUMAR 
RIHAN and W/o GULSHAN TALWAR, residing at 05] to 
056, Dada Colony, Industrial Area, Jalandhar, Punjab-|44004, 
have changed my name and shall hereafter be known as 
KASHISH TALWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


VANITA RIHAN 
[Signature (in existing old name)] 


T hitherto known as NEHA W/o DHEERAJ, R/o Kalanaur 
Khurd (Part)(I27), Rohtak, Haryana-l243, have changed 
my name and shall hereafter be known as HARVINDER. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEHA 
[Signature (in existing old name)] 


I hitherto known as KULWANT SINGH S/o PIARA 
SINGH, R/o VPO. Purika, Mukerian, PO: Mukerian, Distt. 
Hoshiarpur, Punjab-!442ll, have changed my name and 
shall hereafter be known as JASWANT SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KULWANT SINGH 
[Signature (in existing old name)] 
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I hitherto known as NISHA SINGH THAKUR 
W/o THAKUR SANTOSH SINGH, R/o 95, Banarsidas Ward 
NES Collage Ke Pass Gorakhpur, Jabalpur, Madhya Pradesh- 
48200l, have changed my name and shall hereafter be known 
as NISHA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


NISHA SINGH THAKUR 
[Signature (in existing old name)] 


I hitherto known as POORVA BIRLA W/o ASHISH 
KUMAR BIYANI, R/o 57, Vishvasariya Nagar, Gopalpura 
Bypass, Jaipur, Rajasthan-3020I8, have changed my name 
and shall hereafter be known as POORVA BIRLA BIYANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


POORVA BIRLA 
[Signature (in existing old name)] 


I, AMIT KUMAR GAUTAM S/o ASHOK JHA, R/o Raja 
Shiv Chandra Banarjee Road, Koyla Ghat, Adampur, 
Jagdishpur, Bhagalpur, Bihar-8200, have changed the name 
of my minor son AASHUTOSH SHREE aged about |5 years 
and he shall hereafter be known as ISHAN KASHYAP. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KUMAR GAUTAM 
[Signature of Guardian] 


T hitherto known as AJAY KUMAR S/o ARJUN PRASAD 
BINJRAJKA, R/o Yogiyamath, Saraiyaganj, Saraiya 
Sadullahpur, Muzaffarpur, Bihar-84200, have changed my 
name and shall hereafter be known as AJAY KUMAR 
BINJRAJKA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AJAY KUMAR 
[Signature (in existing old name)] 


I, PRANAV SRIVASTAVA S/o SAMEER KUMAR 
SHRIVASTAVA, R/o P No 47/2 Saraswathi Nagar Lothukunta 
Tirumalagiri Hyderabad Andhra Pradesh-5000I5, have 
changed the name of my minor Son TANUSH SRIVASTAVA 
aged about 6 months and he shall hereafter be known as 
ANANT SHRIVASTAVA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRANAV SRIVASTAVA 
[Signature of Guardian] 


I hitherto known as KRISHAN S/o BHAGA, 
R/o Chhokran, Jalandhar, Punjab-l44029, have changed my 
name and shall hereafter be known as KRISHAN KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHAN 
[Signature (in existing old name)] 


I hitherto known as JATINDER PAL SHARMA 
S/o KARTAR CHAND SHARMA, R/o House No-2965/B-34, 
New Tagore Nagar Habowal Kalan, Ludhiana, Punjab-!400], 
have changed my name and shall hereafter be known as 
JATINDER PAUL SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


JATINDER PAL SHARMA 
[Signature (in existing old name)] 


I, MAHESH GUPTA S/o Guru Prasad Gupta, R/o 8/2], 
Laxmi Purwa, Kanpur Nagar, Uttar Pradesh-20800I, have 
changed the name of my minor NAMAN GUPTA aged 
about |5 years and he shall hereafter be known as AHAM 
GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHESH GUPTA 
[Signature of Guardian] 


I hitherto known as RAHUL KUMAR S/o PRAMOD 
KUMAR JHA, R/o Tower 20 Flat No 804, Prajay Megapolis, 
Gokul Plots, Kukatpally, Medchal-Malkajgiri, Telangana- 
500072, have changed my name and shall hereafter be known 
as RAHUL JHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL KUMAR 
[Signature (in existing old name)] 


I hitherto known as SUDERSHAN KUMAR RATERIA 
S/o RAM BHAGAT, residing at 28/27, H2-Block, Kidwai 
Nagar, Kanpur Nagar, Kanpur, Uttar Pradesh-2080I, have 
changed my name and shall hereafter be known as 
SUDARSHAN AGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUDERSHAN KUMAR RATERIA 
[Signature (in existing old name)] 
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I, B. KUMAR S/o Late. T. BALAKRISHNAN, R/o Vill, 
Shadipur, P/o Shadipur, Under Port Blair Tehsil, South 
Andaman, Andaman & Nicobar Islands, have changed the 
name of my minor son K. NISHANT aged |4 years and he 
shall hereafter be known as K. NISHANT REDDY. 


It is certified that I have complied with other legal 
requirements in this connection. 


B. KUMAR 
[Signature of Guardian] 


I hitherto known as HARPREET SINGH DHILLON 
S/o MANJIT SINGH, residing Village Malhe Shahwala, PO 
Kassoana, Tehsil Zira, District Ferozepur PIN-!42050, Punjab 
India, have changed my name and shall hereafter be known 
as HARPREET SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARPREET SINGH DHILLON 
[Signature (in existing old name)] 


I hitherto known as NARINDER SINGH VIRK S/o AJAIB 
SINGH, residing at VPO Ilmewala, District Ferozepur, Punjab- 
5202, have changed my name and shall hereafter be known 
as NARINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARINDER SINGH VIRK 
[Signature (in existing old name)] 


I, SUMIT KAPUR S/o ASHOK KAPUR, residing at 652 
G/F Niti Khand-| Indirapuram, Ghaziabad, Uttar Pradesh- 
2000, have changed the name of my minor Son VARDAAN 
KAPUR aged |4 Years, and he shall hereafter be known as 
VARDAN KAPUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUMIT KAPUR 
[Signature of Guardian] 


I hitherto known as JYOTI PODDAR D/o GOPAL 
PRASAD PODDAR, residing at Gaiety Talkies Road, Near 
Durga Mandir, Gole Bazar, Sadar, Sambalpur, Orissa-76800], 
have changed my name and shall hereafter be known as 
JYOTIL PODDAAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JYOTI PODDAR 
[Signature (in existing old name)] 


I hitherto known as JASWINDER SINGH S/o KISHAN 
DASS VIRDI, residing at St.No. 6, Guru Nanak Avenue, DC 
Link Road, Hoshiarpur, Punjab-4600l, have changed my 
name and shall hereafter be known as JASWINDER SINGH 
VIRDI. 

It is certified that I have complied with other legal 
requirements in this connection. 

JASWINDER SINGH 
[Signature (in existing old name)] 


I hitherto known as SUNIL YADAV alias SUNIL 
S/o RAJE RAM, residing at H. No. 49, Vill-Kadipur, 
Basai(50), Gurgaon, Haryana-l22006, have changed my name 
and shall hereafter be known as SANJAY. 


It is certified that I have complied with other legal 
requirements in this connection. 

SUNIL YADAV alias SUNIL 

[Signature (in existing old name)] 


T hitherto known as MANJEET KAUR Wife of SAROJ 
KUMAR, residing at VPO. Virk, Patti Malo Virk, Tehsil 
Phillaur, Distt. Jalandhar, Punjab-l44632, India, have 
changed my name and shall hereafter be known as MANJIT 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

MANJEET KAUR 

[Signature (in existing old name)] 


I hitherto known as KM KAMLESH YADAVA alias 
KAMLESH YADAV W/o SUBHASH CHANDRA YADAV, 
residing at Sa l6/92 m Awadhpuri Colony Tadiya, 
Varanasi, Asapur Varanasi Uttar Pradesh-22007, have 
changed my name and shall hereafter be known as 
KAMLESH YADAV. 


It is certified that I have complied with other legal 

requirements in this connection. 
KM KAMLESH YADAVA alias KAMLESH YADAV 
[Signature (in existing old name)] 


I hitherto known as RAHUL KUMAR PANDEY 
S/o DHANANJAY PANDEY, residing at Koleshari 
Bhupnarayan Niwas Krishnapuri Muhalla Sahijna Garhwa 
PO Garhwa, Distt. Garhwa, Jharkhand-8224, have changed 
my name and shall hereafter be known as RAHUL DEEP. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL KUMAR PANDEY 
[Signature (in existing old name)] 
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I hitherto known as SHEENAM D/o RAJNEESH, R/o 
House No. H-6, Sarvodaya Nagar, Indira Nagar, Lucknow, 
Uttar Pardesh-2260l6, have changed my name and shall 
hereafter be known as SHEENAM TRIPATHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHEENAM 
[Signature (in existing old name)] 


T hitherto known as URMILA DEVI W/o UTTAM SINGH, 
R/o Word N 4 Gurar, Teh. Chamba Gurar (57), Rakh, Chamba, 
Himachal Pradesh-!763, have changed my name and shall 
hereafter be known as LAMBO DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


URMILA DEVI 
[Signature (in existing old name)] 


I hitherto known as RAJU KUMAR S/o SHAYAMA 
KANT, R/o Gram Vajeermal Pur, Post Mohnat, Mohunath, 
Azamgarh, Uttar Pradesh-276206, have changed my name 
and shall hereafter be known as LAXMI NARAYAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU KUMAR 
[Signature (in existing old name)] 


T hitherto known as KAMALJIT KAUR wife of GURNAM 
SINGH, residing at Kolan Wala Talab, Mehli Gate, Tehsil 
Phagwara, Distt. Kapurthala, Punjab-4440, India, have 
changed my name and shall hereafter be known as SURJEET 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMALJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as RAMANPREET KAUR D/o SUKHVIR 
SINGH, residing at Village Gaunsgarh, Post Office Basti 
Jodhewal, Ludhiana, District Ludhiana, Punjab-!4007, India, 
have changed my name and shall hereafter be known as 
RAMANPREET KAUR GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMANPREET KAUR 
[Signature (in existing old name)] 


I hitherto known as SATYAM CHAURASIA S/o RAM 
KUMAR, R/o 28/4, Devki Nagar, Yashoda Nagar, Kidwai 
Nagar, Kanpur Nagar, Uttar Pradesh-2080l, have changed 
my name and shall hereafter be known as AYUSH 
CHAURASIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATYAM CHAURASIA 
[Signature (in existing old name)] 


I hitherto known as GURPARTAP S/o DAULAT RAM, 
residing at Village and Post Office Kang Araian, Tehsil 
Phillaur, District Jalandhar, Punjab-l4440, India, have 
changed my name and shall hereafter be known as 
GURPARTAP SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 

GURPARTAP 

[Signature (in existing old name)] 


T hitherto known as PREETI SETHI alias PREETI alias 
PREETI GARG D/o GOPAL KRISHAN SETHI W/o RAJESH 
KUMAR GARG, R/o H.No. 25, Street No. 3, Rose Enclave 
Faridkot, Punjab-!5203, have changed my name and shall 
hereafter be known as PREETI GARG. 


It is certified that I have complied with other legal 
requirements in this connection. 


PREETI SETHI alias PREETI alias PREETI GARG 
[Signature (in existing old name)] 


I, HARBIR SINGH S/o HARI RAM, residing at House 
No.-839, Gali No.-4, Bankner, North West Delhi, Delhi-0040, 
have changed the name of my minor son BHUMEET aged 
9 years and he shall hereafter be known as BHUMEET 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARBIR SINGH 
[Signature of Guardian] 


I, AMANDEEP SINGH S/o MAJJIT SINGH R/o H.No. 3/3, 
Lane No. 6, Shakti Nagar, Khandwala, Chheharta, Amritsar, 
Punjab, have changed the name of my minor daughter 
GURLEEN SANDHU, age |6 years and she shall hereafter 
be knbown as GURLEEN KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMANDEEP SINGH 
[Signature of Guardian] 
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I hitherto known as AMIR AALAM KHAN 
S/o MOHAMMAD AMEER AZAM KHAN R/o VTC: Pavli 
Khas, PO: Modipuram, Sub District: Sardhana, District: 
Meerut, State: Uttar Pradesh, Pin Code-2500, have changed 
my name and shall hereafter be known as AMEER ALAM 
KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIR AALAM KHAN 
[Signature (in existing old name)] 


I hitherto known as BANT SINGH Son of BAHADAR 
SINGH, R/o Village Buttar Kalan, Tehsil and District 
Gurdaspur, Punjab-!4356, have changed my name and shall 
hereafter be known as BANTA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BANT SINGH 
[Thumb impression ] 


I hitherto known as KAMALJIT KAUR W/o MANJIT 
SINGH, R/o VPO Harchowal, District Gurdaspur, Punjab- 
43527, have changed my name and shall hereafter be known 
as KAWALJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMALJIT KAUR 
[Signature (in existing old name)] 


T hitherto known as BAKHSMESH KAUR W/o JARNAIL 
SINGH, R/o Village Mehrampur, PO Khankhana, Distt. S.B.S 
Nagar - 44509, Punjab, India, have changed my name and 
shall hereafter be known as BAKHSHISH KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BAKHSMESH KAUR 
[Thumb impression] 


I hitherto known as RAMESH PRASAD KOREE 
S/o ABHIMANYU PRASAD KOREE, R/o 306 SLV Dwaraka -B, 
Ist Main Road, Dwarka Nagar, Yelahanaka, Bengaluru, 
Karnataka-560064, have changed my name and shall hereafter 
be known as RAMESH PRASAD. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMESH PRASAD KOREE 
[Signature (in existing old name)] 


I hitherto known as SAMRIN I BELAVADI wife of 
NISAR AHMAD HORAKERI, R/o Horakeri Oni, 
Uppinbetageri, Dharwad - 58!206, have changed my name 
and shall hereafter be known as SAMRIN NISAR AHMAD 
HORAKERI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAMRIN I BELAVADI 
[Signature (in existing old name)] 


I hitherto known as VISHAL S/o SURJIT KUMAR, 
R/o Village Khatkar Khurd, PO Banga, Distt. S.B.S Nagar, 
Punjab- 44505, India, have changed my name and shall 
hereafter be known as VISHAL BHATOE. 


It is certified that I have complied with other legal 
requirements in this connection. 


VISHAL 
[Signature (in existing old name)] 


I hitherto known as BISHAL BHARDWAJ S/o RAKESH 
BHARDWAJ, R/o Bhagoopura, Amanpur, Kasganj, Amanpur, 
Uttar Pradesh- 20724l, have changed my name and shall 
hereafter be known as VISHAL BHARDWAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


BISHAL BHARDWAJ 
[Signature (in existing old name)] 


I hitherto known as PARVINDER KAUR W/o RAJINDER 
SINGH R/o H.No. 292-A, Golden City, Sector 4, Mundi 
Kharar, S.A.S Nagar (Mohali), Punjab - 4030, have changed 
my name and shall hereafter be known as PARWINDER 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARVINDER KAUR 
[Signature (in existing old name)] 


T hitherto known as SUJIT NASKAR S/o SURYA KANTA 
NASKAR, R/o Begampur, South 24 Parganas, West Bengal- 
743387, have changed my name and shall hereafter be known 
as ISHANK ROHEN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUJIT NASKAR 
[Signature (in existing old name)] 
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T hitherto known as GURINDER SINGH S/o SATNAM 
SINGH, R/o Vill. Bagewal, Po. Nandachaur, Hoshiarpur, 
Punjab, have changed my name and shall hereafter known 
as GURINDER SINGH CHOHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURINDER SINGH 
[Signature (in existing old name)] 


I hitherto have known as KHEDU SAH, Son of Late 
DAROGA SAH, R/o Village- Nonaura, P.O.- Hethua, P.S.- 
Rajpur, District- Buxar, Bihar- 80222, have changed my 
name and shall hereafter be known as SAMBHU SAH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHEDU SAH 
[Signature (in existing old name)] 


I hitherto known as PREETI DEEP SHARMA, 
W/o DEEPAK SHARMA, R/o Flat No Aditya IF, Tower- 6. 
Block-C Kanha Shyam Residency 28], Indira Nagar, Kanpur 
Nagar, Uttar Pradesh - 208026, have changed my name and 
shall hereafter be known as PREETI MISHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PREETI DEEP SHARMA 
[Signature (in existing old name)] 


I hitherto known as SARTHAK TIWARI S/o SANJAY 
TIWARI, R/o 8 I5 Sector , Agroha Colony, Ahead Manuas 
Reality, Raipura Ring Road |, Raipur, Chhattisgarh - 49203, 
have changed my name and shall hereafter be known as 
TANUJ TIWARI. 


It is certified that I have complied with other legal 
requirements in this connection. 

SARTHAK TIWARI 

[Signature (in existing old name)] 


I hitherto known as VIPASHA BHARDWAJ 
D/o LAKSHMI NARAYAN SARANGAL, W/o SACHIN 
BHARDWAJ, R/o P-73, Second Floor, Rajouri Garden, Tagore 
Garden 8.0, West Delhi, !0027, have changed my name 
and shall hereafter be known as BIPASHA BHARDWAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIPASHA BHARDWAJ 
[Signature (in existing old name)] 


I hitherto known as BINDU BALA DUTTA 
D/o BIKARTTAN DUTTA, R/o Paik Sahi, Paikasahi, Jugpura, 
Rasagobindapur, Mayurbhanj, Odisha-757052, have changed 
my name and shall hereafter be known as BINDIYA DUTTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BINDU BALA DUTTA 
[Signature (in existing old name)] 


I, VINITA RAJPAL W/o NARESH KUMAR, R/o E Block 
S.F-2, Skanda Apartment, Allahabad, Uttar Pradesh-200], 
have changed the name of my minor Son KARTIK RAJPAL 
aged about |4 Years and he shall hereafter be known as 
KUSHAGRA RAJPAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


VINITA RAJPAL 
[Signature of Guardian] 


I hitherto known as PARMINDER SINGH AKALI RAI 
S/o PARAMJIT SINGH, R/o VPO Bhoot, Tehsil Banga, 
Distt. S.B.S Nagar - 4452, Punjab, India, have changed my 
name and shall hereafter be known as PARMINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARMINDER SINGH AKALI RAI 
[Signature (in existing old name)] 


I hitherto known as GOHEL NIKITA DHARMIK 
D/o BABULAL CHAVDA, R/o E-802 Samanvay Skyview 
Near Shubh Enclave Flat, Tragad Road, Chandkheda, 
Ahmedabad 382424, have changed my name and shall 
hereafter be known as NIKITA BABULAL CHAVDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


GOHEL NIKITA DHARMIK 
[Signature (in existing old name)] 


I, ASHOK KUMAR SHARMA S/o HIRALAL SHARMA, 
R/o Omicron - 3 Greater Noida Kasana Gautam Buddha 
Nagar Uttar Preadesh - 2030, have changed the name of 
my minor Son PRIYANSHU SHARMA aged about |] years 
and he shall hereafter be known as AYUSH SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHOK KUMAR SHARMA 
[Signature of Guardian] 
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I, PRASANNA SEN GUPTA son of RAMA PRASAD 
SEN GUPTA, R/o G-I/36-A, Mahavir Enclave, South West 
Delhi, Delhi-!0045, have changed the name of my minor 
daughter NOVINA SEN GUPTA aged |4 years and she shall 
hereafter be known as NAYANA SEN GUPTAA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRASANNA SEN GUPTA 
[Signature of Guardian] 


I hitherto known as SHAIK RIZWANA BASHA 
S/o SHAIK AMEEN BASHA, R/o at 5/73-A, Nabikot, 
Kadapa, YSR DIST., Andhra Pradesh-56003, India, have 
changed my name and shall hereafter be known as SHAIK 
RIZWAN BASHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHAIK RIZWANA BASHA 
[Signature (in existing old name)] 


I hitherto known as SONAL D/o SHEO SHANKAR 
PRASAD, W/o RAJAN SHRIVASTAVA, employed as 
Assistant Professor in the Indian Institute of Technology 
(IIT) Patna, resident of 8, Telegraph Colony Kidwai puri, 
PO-GP.O, P.S.-Buddha Colony, Patna-80000, Bihar, have 
changed my name and shall hereafter be known as SONAL 
SHRIVASTAVA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SONAL 
[Signature (in existing old name)] 


I hitherto known as MEENA KUMARI CHAPRA 
W/o VARINDER CHAPRA, R/o H.No.23 Chhoti Baradari 
Part-2, Garha Road, Jalandhar 44022 Punjab, India, have 
changed the name of my minor daughter EBBANI CHAPRA 
aged 6 years and she shall hereafter be known as EBBANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEENA KUMARI CHAPRA 
[Signature of Guardian] 


I hitherto known as SWARAN DEVI CHAPRA 
W/o RATTAN CHAND, R/o H.No.23, Chhoti Baradari Part-2, 
Garha Road, Jalandhar, District Jalandhar, Punjab-44022, 
India, have changed my name and shall hereafter be known 
as SWARN DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SWARAN DEVI CHAPRA 
[Signature (in existing old name)] 


I hitherto known as PRANJAL CHAPRA D/o VARINDER 
CHAPRA, R/o H.No.2I3, Chhoti Baradari Part-2, Garha Road, 
Jalandhar, District Jalandhar, Punjab-l44022, India, have 
changed my name and shall hereafter be known as PRANJAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

PRANJAL CHAPRA 
[Signature (in existing old name)] 


I, RAM NARESH SINGH S/o GAYADIN, residing at Tehsil 
Sawaijpur, Khamhariya, Hardoi, Uttar Pradesh-2400I, have 
changed the name of my minor daughter LAXMI aged 
2 years and she shall hereafter be known as KASHISH 
SINGH. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAM NARESH SINGH 
[Signature of Guardian] 


I hitherto known as NEHA D/o TEJPAL SINGH, R/o 
VPO- Hedon, Teh- Samrala, District- Ludhiana, Punjab - 
44, have changed my name and shall hereafter be known 
as PRIYANKA KAUSHAL. 

It is certified that I have complied with other legal 
requirements in this connection. 

NEHA 
[Signature (in existing old name)] 


I hitherto known as SHIWANGI BHUSHAN SRIVASTAVA 
W/o MAYANK MAHESHWARI, R/o 2-C 38, Nehru Nagar, 
Behind Ganesh Hospital, Ghaziabad, Uttar Pradesh-2000I, 
have changed my name and shall hereafter be known as 
SHIWANGI BHUSHAN. 

It is certified that I have complied with other legal 
requirements in this connection. 

SHIWANGI BHUSHAN SRIVASTAVA 
[Signature (in existing old name)] 


I hitherto known as SAROJA W/o PRAKASH, 
R/o 6/l, Avalahalli Main Road, Byatarayanapura, Mysore 
Road, Bengaluru, Karnataka, 560026, India, have changed 
my name and shall hereafter be known as SAROJA 
PRAKASH. 

It is certified that I have complied with other legal 
requirements in this connection. 

SAROJA 
[Signature (in existing old name)] 


I hitherto known as DAVINDER KUMAR S/o DHIAN 
CHAND, R’/o Basti Vikas Nagar, Vpo Paniar, Dist. Gurdaspur, 
Punjab-!4353, have changed my name and shall hereafter 
be known as DAWINDER KUMAR. 

It is certified that I have complied with other legal 
requirements in this connection. 

DAVINDER KUMAR 
[Signature (in existing old name)] 
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I hitherto known as HEERA MASIH S/o CHANNI 
MASIH, residing at House No. 847, Fatehgarh Churian Road, 
Ashyana Estate, Amritsar-!4300 Punjab, have changed my 
name and shall hereafter be known as HEERA ANTHONY. 


HEERA MASIH 
[Signature (in existing old name)] 


T hitherto known as KAMAL SHARMA son of BRAHAM 
DASS SHARMA, R/o H.No.60-A, New Kangra Colony 
District Amritsar-!4300l Punjab, have changed my name 
and shall hereafter be known as KAMAL KISHORE 
SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMAL SHARMA 
[Signature (in existing old name)] 


I hitherto known as BALWINDER KAUR wife of RANJIT 
SINGH, R/o Majihta, Budha Theh, District Amritsar-4360] 
Punjab, have changed my name and shall hereafter be known 
as BALJINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALWINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as MANJU HOODA alias MANJU 
KADIAN D/o B S HOODA W/O JITENDER SINGH, 
R/o House No.49, Sector-2, Rohtak, Haryana-!2400I, have 
changed my name and shall hereafter be known as MANJU 
KADIAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJU HOODA alias MANJU KADIAN 
[Signature (in existing old name)] 


T hitherto known as ARVIND KUMAR S/o PALEE RAM, 
residing at Ward No. 8, Main Gurudwara, VTC: Paonta Sahib, 
PO: Paonta Sahib, District: Sirmaur, State: Himachal Pradesh, 
PIN Code: 73025, have changed my name and shall hereafter 
be known as ARVIND SINGH. I have changed only my 
name, not my religion 


It is certified that I have complied with other legal 
requirements in this connection. 


ARVIND KUMAR 
[Signature (in existing old name)] 


I hitherto known as SANCHI GROVER W/o SACHIN 
GROVER, residing at 40 A/7, Second Floor, Ashok Nagar, 
Tilak Nagar, Delhi-l008, have changed my name and shall 
hereafter be known as CHITRA GROVER. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANCHI GROVER 
[Signature (in existing old name)] 


I, YASH PAL VERMA S/o MADAN LAL, residing at 
Street No. 2, Lachhman Colony, Gidderbaha, Sri Muktsar 
Sahib Pin: 520l, Punjab, India, have changed the name of 
my minor daughter ALICE VERMA aged I6 years and she 
shall hereafter be known as ALICE, I have changed only her 
name not her religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


YASH PAL VERMA 
[Signature of Guardian] 


T hitherto known as SANDEEP KAUR VERMA W/o YASH 
PAL, residing at St. No. 2 Lachhman Colony, Giddarbaha, 
Distt. Sri Muktsar Sahib, Punjab- 520l, have changed my 
name and shall hereafter be known as SANDEEP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANDEEP KAUR VERMA 
[Signature (in existing old name)] 


I hitherto known as WAZIR CHAND SAWHNEY alias 
BHAGAT WAZIR CHAND SAWHNEY son of HARI 
CHAND SAWHNEY, residing at A-325, Meera Bag, Sunder 
Vihar West Delhi, Delhi-!0087, have changed my name and 
shall hereafter be known as BHAGAT WAZIR CHAND 
SAWHNEY. 


It is certified that I have complied with other legal 
requirements in this connection. 


WAZIR CHAND SAWHNEY 
alias BHAGAT WAZIR CHAND SAWHNEY 
[Signature (in existing old name)] 


T hitherto known as PUSHPINDER KAUR W/o GURLAL 
SINGH, residing at Village Patti Puran, PO Chak Banwala, 
District Fazilka-5223 Punjab, have changed my name and 
shall hereafter be known as SUKHPINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PUSHPINDER KAUR 
[Signature (in existing old name)] 
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I hitherto known as KONDOVGULA RAJABABU 
S/o KANDUGULA LINGAIAH, R/o H. No.-I5-33, Old 
Mancherial, Rice Mill Road, Mancherial, Adilabad, 
Telangana, Pin Code-504208, have changed my name and 
shall hereafter be known as RAJABABU KANDUGULA . 


It is certified that I have complied with other legal 
requirements in this connection. 


KONDOVGULA RAJABABU 
[Signature (in existing old name)] 


I hitherto known as YASH PAL VERMA S/o MADAN 
LAL, residing at Street No. 2, lachhman Colony, Gidderbaha, 
Sri Muktsar Sahib Pin: 520l, Punjab, India, have changed 
my name and shall hereafter be known as YASH PAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


YASH PAL VERMA 
[Signature (in existing old name)] 


I, Dr. DEBASHIS BAROI S/o Late RENU BHUSAN 
BAROI, residing at 58F, Kankulia Road, VTC: Sarat Bose 
Road, P.O. Sarat Bose Road, Sub District: Circus Avenue, 
District: Kolkata, State: West Bengal, Pin-700029, have 
changed the name of my minor son RYAN BAROI, aged 
4 years and he shall hereafter be known as RYAN ROY. 


It is certified that I have complied with other legal 
requirements in this connection. 


Dr. DEBASHIS BAROI 
[Signature of Guardian] 


T hitherto known as RAJWINDER KAUR W/o GURJEET 
SINGH, R/o Post Office Bariwala, Haraj, Bhutti Wala, Muktsar, 
Punjab, 52025, have changed my name and shall hereafter 
be known as MANPREET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJWINDER KAUR 
[Signature (in existing old name)] 


I hitherto have known as MANISH KUMAR son 
of BHARAT SINGH, residing at Flat No. 506, Gyan Ganga 
Apartment, Chaman Chak, Ram Krishna Nagar, New 
Jaganpura, Patna, Bihar- 800027, have changed my name 
and shall hereafter be known as MANISH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANISH KUMAR 
[Signature (in existing old name)] 


I, AMIT SACHDEVA S/o DEVANAND SACHDEVA, 
R/o B-80, Sector 05, Noida 20304, have changed the name 
of my minor daughter SUHANYA SACHDEVA, aged 4 years, 
and she shall hereafter be known as SUHANYA GAURI 
SACHDEVA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT SACHDEVA 
[Signature of Guardian] 


I hitherto known as AMAN KUMAR S/o MAHESH 
CHAND, residing at H.No.-53-C, Chanakya Marg, Chhajjupur, 
Shahdara, Delhi-l!0032, have changed my name and shall 
hereafter be known as AMAN THAKUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMAN KUMAR 
[Signature (in existing old name)] 


I hitherto known as LAXMI PRIYA JENA 
W/o GANGADHAR JENA, R/o Badabasini, Badabasini, 
Nabarangapur, Odisha- 764073, have changed my name and 
shall hereafter be known as TABASSUM PARWEEN. I have 
changed my name only not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAXMI PRIYA JENA 
[Signature (in existing old name)] 


I hitherto known as SUKHWINDER PAL NAHAR 
S/o TARSEM LAL, residing at Vill. Ismailpur, PO Umarewal 
Billa, Samailpur, Jalandhar, Punjab-!4404, have changed my 
name and shall hereafter be known as SUKHWINDER PAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHWINDER PAL NAHAR 
[Signature (in existing old name)] 


T hitherto known as HARJIT KAUR wife of AJIT SINGH, 
residence of Block D, Mount Evenue Colony, Hoshiarpur, 
Distt Hoshiarpur, Punjab-l4600l, have changed my name 
and shall hereafter be known as HARJEET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

HARJIT KAUR 

[Signature (in existing old name)] 
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T hitherto known as SUNIL KUMAR MATOLIA S/o BRIJ 
MOHAN MATOLIA, residing at l/36, RHB Colony, 
Goverdhan Vilas (Rural), Udaipur. Rajasthan- 3300I, have 
changed my name and shall hereafter be known as 
SUNIL MATOLIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNIL KUMAR MATOLIA 
[Signature (in existing old name)] 


T hitherto known as SUNIL KUMAR GOYAL S/o LAXMI 
NARAYAN GOYAL, R/o Murti Devi Agrawal Pine /22, 
Parthivi Pacific, G E Road, Tatibandh, PO: Raipur, Chattisgarh- 
492099, have changed my name and shall hereafter be known 
as SUNIIL L GOYAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNIL KUMAR GOYAL 
[Signature of Guardian] 


T hitherto known as ARVIND KUMAR JANKI PRASAD 
JAIN alias ARVIND KUMAR J P JAIN S/o JANKI PRASAD 
JAIN, residing at A-3, Flat No.-60l, Vishnu Hitech City, 
Opposite Ahmedpur Railway Crossing, Bawadiya Kalan, 
Huzur, Bhopal, Madhya Pradesh-462039, have changed my 
name and shall hereafter be known as ARVIND KUMAR 
JAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARVIND KUMAR JANKI PRASAD JAIN 
alias ARVIND KUMAR J P JAIN 
[Signature (in existing old name)] 


T hitherto known as D P DUDEJA S/o Late UDAY BHAN 
DUDEJA , R/o Hosue No.-A-2, Sainik Colony, Near D.A.V. 
Public School, Sector-49, Faridabad, Haryana-!200l, have 
changed my name and shall hereafter be known as 
DHARAMPAL DUDEJA. 


It is certified that I have complied with other legal 
requirements in this connection. 


D P DUDEJA 
[Signature (in existing old name)] 


I hitherto known as CHULBUL PANDEY 
S/o KAMALKISHOR PANDEY, R/o Vill.-Bediban Madhuban, 
PS-Pipra, Damodapur, East Champaran, Bihar, 84546, have 
changed my name and shall hereafter be known as SANDEEP 
KUMAR PANDEY. 


It is certified that I have complied with other legal 
requirements in this connection. 

CHULBUL PANDEY 

[Signature (in existing old name)] 


I hitherto known as VEERAYYA MAHANTAYYA 
S/o MAHANTAYYA, R/o Ramdrug Road, Ward No.-5, 
Ashrya Colony, Badami, Bagalkot, Karnataka-58720, have 
changed my name and shall hereafter be known as 
VEERAY YA MAHANTAY YA HIREMATH. 


It is certified that I have complied with other legal 
requirements in this connection. 


VEERAY YA MAHANTAY YA 
[Signature (in existing old name)] 


I hitherto known as MARIYAVVA BEEDKI 
W/o BASAVARAJ, R/o TQ Bailhongal, Budihal, Belagavi, 
Karnataka-5904, have changed my name and shall hereafter 
be known as KAMALA BASAVARAJ GARAGAD. 


It is certified that I have complied with other legal 
requirements in this connection. 


MARTYAVVA BEEDKI 
[Signature (in existing old name)] 


I hitherto known as GAJJAR OM PRIYAKANT 
S/o PRTIYAKANT MADHUSUDAN MISTRY, R/o C-52, 
Kaveri Bunglows, Nr Haridarshan Cross Road, Nava Nikol 
Road, Ahmadabad, City, Naroda I E, Gujarat, 382330, have 
changed my name and shall hereafter be known as MISTRY 
OM PRIYAKANT. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAJJAR OM PRIYAKANT 
[Signature (in existing old name)] 


I, RAMAKANTA SAMARTHA S/o BHUBANA NANDA 
SAMARTHA, R/o Parakarana Sahi, Near Narayani Temple, 
Bhubaneswar, Khordha, Orissa - 75002, have changed the 
name of my minor daughter SANTOSHI PRIYADARSHINI 
aged about 4 years and she shall hereafter be known as 
PRIYANSHI PRIYADARSHINI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMAKANTA SAMARTHA 
[Signature of Guardian] 


I hitherto known as SUNITA RANI alias NEETU 
W/o ROHIT KUMAR, residing at H. No. 884, Urban Estate, 
Phase-l, Distt. Jalandhar-!44022, Punjab, India, have changed 
my name and shall hereafter be known as NEETU. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNITA RANI alias NEETU 
[Signature (in existing old name)] 
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T hitherto known as NEETU W/o MANDEEP KUMAR, 
R/o Vill-Khun Khun, PO-Kang Sahbu Jalandhar, Punjab- 
44028, have changed my name and shall hereafter be known 
as NEETU RANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEETU 
[Signature (in existing old name)] 


I hitherto known as PRAHLAD KUMAR S/o MUSADDI 
LAL MAHAWAR, R/o 20, Vijay Laxmi Nagar, Sitapur, Uttar 
Pradesh- 2600l, have changed my name and shall hereafter 
be known as PRAHLAD KUMAR MAHAWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRAHLAD KUMAR 
[Signature (in existing old name)] 


I hitherto known as RAJDHANI S/o ITWAR SINGH, 
R/o 53l, Village-Mudpar, Post-Thana Seepat, Mudpar, 
Bilaspur, Chhattisgarh-495550, have changed my name and 
shall hereafter be known as RAJ MANNEWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJDHANI 
[Signature (in existing old name)] 


I hitherto known as SHIVPAL SINGH S/o SHANKAR 
SINGH, R/o 2, Jai Jagdamba Nagar, Kalwar Road, 
Harnathpura, Jaipur, Jhotwara, Rajasthan-3020l2, have 
changed my name and shall hereafter be known as SHIVPAL 
SINGH JODHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHIVPAL SINGH 
[Signature (in existing old name)] 


T hitherto known as PRABHU P R S/o RAJARATHENAM &, 
R/o #46, Opp Jubllee Mansion Apartment, Puttappa Layout, 
Bangalore North, New Thippasandra, Karnataka, 560075, 
have changed my name and shall hereafter be known as 
PRABHU RAJARATHENAM PANKAJAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRABHU ए 
[Signature (in existing old name)] 


I hitherto known as IZHELI CHOPHY D/o PIKETO, 
R/o H. No.-5l, Kivikhu Village, Kivikhu, Zunheboto, 
Nagaland-798620, have changed my name and shall hereafter 
be known as AKHELI. 


It is certified that I have complied with other legal 
requirements in this connection. 


IZHELI CHOPHY 
[Signature (in existing old name)] 


T hitherto known as HARBIR KAUR D/o DATAR SINGH, 
R/o # 793, Phase - 4 S.A.S. Nagar (Mohali), Punjab-60059, 
have changed my name and shall hereafter be known as 
HARBIR KAUR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARBIR KAUR 
[Signature (in existing old name)] 


T hitherto known as MANJIT KAUR W/o SUKHMINDER 
SINGH, R/o Bhamipura, Ludhiana, Punjab-!42034, have 
changed my name and shall hereafter be known as BALJEET 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as NITIN S/o BALRAJ KUMAR, 
residing at VPO Kultham, Distt. S.B.S Nagar - 4450, Punjab, 
India have changed my name and shall hereafter be known 
as NITIN KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


NITIN 
[Signature (in existing old name)] 


I hitherto known as KULDEEP KAUR W/o BALJINDER 
SINGH, residing at VPO Jandiala, Distt. S.B.S Nagar - 44505, 
Punjab, India have changed my name and shall hereafter be 
known as KULDIP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KULDEEP KAUR 
[Signature (in existing old name)] 


Part IV] 


THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 369 


I hitherto known as RITIKA W/o AMRINDER SINGH 
NANGLA, residing at 327, |-A, Near Shiv Mandir, Guru 
Harkrishan Nagar, Phagwara, Kapurthala, Punjab-4440], have 
changed my name and shall hereafter be known as RITIKA 
NANGLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RITIKA 
[Signature (in existing old name)] 


T hitherto known as FARHA JAVED D/o JAVED KHAN, 
W/o DANISH HUSSAIN, residing at H.23, Second Floor, 
Right Side, Near Juice Corner, Garwali Mohalla, Laxmi Nagar, 
Delhi-!0092, have changed my name and shall hereafter be 
known as FARHA KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


FARHA JAVED 
[Signature (in existing old name)] 


I, VIKAS son of JAGAN NATH, resident of B-246, 
Madipur Colony, New Delhi-!0063, have changed the name 
of my minor daughter FABIA aged |3 years, and she shall 
hereafter be known as ANVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIKAS 
[Signature of Guardian] 


T hitherto known as POOJA RANI W/o JATIN GUPTA, 
residing at |50, Narula colony, Lower Mall, Patiala, have 
changed my name and shall hereafter be known as POOJA 
GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


POOJA RANI 
[Signature (in existing old name)] 


T hitherto known as MANINDER SINGH, S/o AMARJIT 
SINGH SETHI, R/o 7, Palam Marg, Vasant Vihar, Kusum Pur, 
South West Delhi, Delhi-l0057, have changed my name 
and shall hereafter be known as MANINDER SINGH SETHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANINDER SINGH 
[Signature (in existing old name)] 


I hitherto known as JOHN PRAISEN MATHEW alias 
PRAISEN MATHEW JOHN S/o JOHN MATHEW, 
R/o Kunnathoor Puthen Veedu, Vanmala, Vettithitta, PO. 
Piravanthoor, Kollam, Kerala-689696, have changed my name 
and shall hereafter be known as PRAISEN M. JOHN. 


It is certified that I have complied with other legal 
requirements in this connection. 


JOHN PRAISEN MATHEW alias 
PRAISEN MATHEW JOHN 
[Signature (in existing old name)] 


I hitherto known as BALINDER SINGH S/o BALVIR 
SINGH, R/o Village shergarh Cheema, Tehsil Ahmedgarh, 
Distt. Malerkotla, Punjab, have changed my name and shall 
hereafter be known as BALWINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALINDER SINGH 
[Signature (in existing old name)] 


I hitherto known as BRIJ BHUSHAN S/o SHISHUPAL 
SINGH SHARMA, R/o 07, Vartal Ok Apartment, Sector 
4-C, Vasundhra, Ghaziabad, Uttar Pradesh-20l0l2, have 
changed my name and shall hereafterbe known as BRIJ 
BHUSHAN SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BRIJ BHUSHAN 
[Signature (in existing old name)] 


I hitherto known as MANJIT KAUR W/o PURAN SINGH 
GILL, R/o H.No. B-54, Ranjit Avenue, Distt. Amritsar-l4300], 
Punjab, have changed my name and shall hereafter be known 
as MANJIT KAUR GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as TEENU W/o HARPAL SINGH, 
R/o Flat No. 22, Ground Floor, Sector-ll, Landran, Mohali, 
Tehsil & Distt. S.A.S Nagar, Punjab-!40307, have changed 
my name and shall hereafter be known as HARLEEN KAUR 
DHILLON. 


It is certified that I have complied with other legal 
requirements in this connection. 

TEENU 

[Signature (in existing old name)] 
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I, DHULASIRAJAN S/o SENTHILVEL, residing at 779 B 
South Street, Kurinjipadi, Taluk Aduragaram, Adur Agaram 
Cuddalore, Tamil Nadu-607302, have changed the name of 
my minor daughter YAZHINI aged 3 years, and she shall 
hereafter be known as NILAZHINI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHULASIRAJAN 
[Signature of Guardian] 


I, KANCHANA SURESH BIRADAR W/o SURESH 
BIRADAR, R/o Ward No.l7, Sindagi Road, Vidya Nagar, 
Shivasharan Nilay, Indi-Bijapur, Karnataka-586209, have 
changed the name of my minor daughter SANNIDHI SURESH 
BIRADAR aged I5 years and she shall hereafter be known 
as SANJANA SURESH BIRADAR in future for all purposes. 


It is certified that I have complied with other legal 
requirements in this connection. 


KANCHANA SURESH BIRADAR 
[Signature of Guardian] 


T hitherto known as RINKY KHANUJA W/o GURJEET 
SINGH BAGGA, R/o 306, A Maharshi Puram, Behind Amar 
Ujala Press, Sikandra, Agra Bipur, Ehtmali, Uttar Pradesh- 
282007, have changed my name and shall hereafter be known 
as SAVNEET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RINKY KHANUJA 
[Signature (in existing old name)] 


I hitherto known as GURBINDER SINGH KALER 
S/o SURJIT SINGH, R/o Village Kaler, PO. Bagrian, Tehsil 
& Distt. Tarn Taran, Punjab, have changed my name and 
shall hereafter be known as GURBINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURBINDER SINGH KALER 
[Signature (in existing old name)] 


I hitherto known as ANKUSH KUMAR S/o RAUNKI 
LAL, R/o B/27-67, Achli Gate, Bohar Wali Gali, Mohalla 
Khandda Khola, Batala, Gurdaspur, Punjab-l43505, have 
changed my name and shall hereafter be known as ANKUSH 
SEHGAL . 


It is certified that I have complied with other legal 
requirements in this connection. 


ANKUSH KUMAR 
[Signature (in existing old name)] 


I hitherto known as DONDAPATI BALA KOTAIAH son 
of DONDAPATI PAPARAYUDU, residing at 57/20, Chidamba 
Rao Street, Opp. DLTC Centre, Kurnool, Andhra Pradesh- 
5800l, have changed my name and shall hereafter be known 
as BALU DONDAPATI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DONDAPATI BALA KOTAIAH 
[Signature (in existing old name)] 


I hitherto known as D SHIVAPRAKASH REDDY alias 
DODDLA SHIVAPRAKASH REDDY S/o DRAMAMURTHY 
REDDY, residing at 8-3-976/8 Flat No. 03 Sri Saraswathi 
Nilayam, Shalivahana Nagar Near H P Gas Godown, Srinagar 
Colony, Khairatabad, Hyderabad, Telangana-500073, have 
changed my name and shall hereafter be known as 
DEVAREDDY SHIVAPRAKASH REDDY. 


It is certified that I have complied with other legal 
requirements in this connection. 


D SHIVAPRAKASH REDDY alias 
DODDLA SHIVAPRAKASH REDDY 
[Signature (in existing old name)] 


I hitherto known as AMRUTHA C R D/o C J RAJESH, 
residing at No. 775, Ananthadhama, Kariyanpalya, 
Banashankari 6th Stage, 2nd Block, Bangalore-560098, 
Karnataka, India, have changed my name and shall hereafter 
be known as NAGA AMRUTHA C R. 


It is certified that I have complied with other legal 
requirements in this connection. 

AMRUTHA CR 

[Signature (in existing old name)] 


I hitherto known as ASHISH T son of TUMMALAPALLI 
DEVI PRASAD, employed as Deputy Commandant in the 
The Parachute Regiment Training Centre (name of office) 
residing at (present address) Qtr. No. ML-06, ML Lines, The 
Parachute Regiment Training Centre, J.C Nagar, Bangalore- 
560006, has changed my name and shall hereafter be known 
as ASHISH TUMMALAPALLII. 


It is certified that I have complied with other legal 
requirements in this connection. 

ASHISH T 

[Signature (in existing old name)] 


I hitherto known as AJAY DEVGAN S/o B R PREMI, 
R/o Binga, Tehsil Sarkaghat, Binga, Mandi, Himachal Pradesh- 
75050, have changed my name and shall hereafter be known 
as DESKYONG NAMGIAL. I have change my name not my 
religion. 

It is certified that I have complied with other legal 
requirements in this connection. 


AJAY DEVGAN 
[Signature (in existing old name)] 
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T hitherto known as KARTHICK K S/o KAVIN RAJAN, 
residing at !09 Nadutheru Kandharvakottai (T), Mudukulam 
Pudukkottai, Tamil Nadu-63303, have changed my name 
and shall hereafter be known as K KARTHIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


KARTHICK K 
[Signature (in existing old name)] 


I hitherto known as VEERPAL SINGH S/o NETAR PAL 
SINGH, R/o R-445, Mangolpuri, North West Delhi-0083, 
have changed my name and shall hereafter be known as 
KARTIK RATHORE. 


It is certified that I have complied with other legal 
requirements in this connection. 


VEERPAL SINGH 
[Signature (in existing old name)] 


I hitherto known as MOHAMMED FAROOK KAZI 
S/o GULAM RASUL KAZI, R/o Ward No. 25, Swami Oil 
Meel ke pass, Fatehpur, Sikar, Shekhawati, Rajasthan-33230], 
have changed my name and shall hereafter be known as 
FAROOK ALI KAZI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMED FAROOK KAZI 
[Signature (in existing old name)] 


T hitherto known as RAM BHAJAN KAMAL S/o RATI 
RAM, residing at 73, Dev Nagar, Near Sector-8, Indira Nagar, 
Lucknow, Uttar Pradesh-22606, have changed my name 
and shall hereafter be known as RAM BHAJAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAM BHAJAN KAMAL 
[Signature (in existing old name)] 


I hitherto known as SHASHIKANT S/o VISHAN PAL 
GAUTAM, residing at 6l-4th Floor Sector 46, Gurugram, 
Near Basant Valley School Sector 46, Jharsa Gurgaon, 
Haryana-!22003, have changed my name and shall hereafter 
be known as SIDDHARTH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHASHIKANT 
[Signature (in existing old name)] 


I hitherto known as VIKASH KUMAR son of 
Shri RAMNAND YADAYV, R/o at Kelhanpur, Bindaul, Patna, 
Bihar-802, have changed my name and shall hereafter be 
known as MANTU KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIKASH KUMAR 
[Signature (in existing old name)] 


I hitherto known as VEERPAL KAUR W/o CHARAN 
DAS, residing at Village Kokri Kalan, District Moga, Punjab- 
42054, India, have changed my name and shall hereafter be 
known as BABITA RANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VEERPAL KAUR 
[Signature (in existing old name)] 


I hitherto known as AMARJEET SINGH S/o AJAIB 
SINGH, R/o 7, Olof Palme Marg, Vasant Vihar, Kusum Pur, 
Vasant Vihar-l, South West Delhi, Delhi-ll0057, have changed 
my name and shall hereafter be known as AMARJIT SINGH 
SETHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMARJEET SINGH 
[Signature (in existing old name)] 


T hitherto known as JIYA D/o KAMAL TEKCHANDANI, 
residing A-37, Block-A, Shankar Garden, Vikaspuri, New 
Delhi-!008, have changed my name and shall hereafter be 
known as JETVA TEKCHAADANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


JIYA 
[Signature (in existing old name)] 


T hitherto known as TRIVEDI AJAYKUMAR CHIMANLAL 
alias AJAYKUMAR C TRIVEDI S/o TRIVEDI CHIMANLAL, 
residing at Gorfali Bhiloda, Bhiloda Bhiloda,Sabarkantha 
Gujarat-383245, have changed my name and shall hereafter 
be known as AMIT CHIMANLAL TRIVEDI. 


It is certified that I have complied with other legal 
requirements in this connection. 


TRIVEDI AJAYKUMAR CHIMANLAL alias 
AJAY KUMAR C TRIVEDI 
[Signature (in existing old name)] 
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I hitherto known as MANISHA W/o NIVESH YADAV, 
residing at House No. 695, Behind Euro International School, 
Sector 0, VTC Gurgaon, PO Gurgaon, District Gurgaon, 
State Haryana-!2200l, have changed my name and shall 
hereafter be known as MANISHA YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANISHA 
[Signature (in existing old name)] 


T hitherto known as ANEESH SINGH alias ANEESH SINGH 
CHAUHAN S/o SURESH KUMAR SINGH, residing at 
Narayan Kheda Bani, Lucknow, Uttar Pradesh-22640], have 
changed my name and shall hereafter be known as ARJUN 
SINGH CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANEESH SINGH alias 
ANEESH SINGH CHAUHAN 
[Signature (in existing old name)] 


I hitherto known as SEEMA RANI wife of HIMMAT 
LAL, residing at H.No. 639, New Model House, Jalandhar- 
44003, Punjab, India, have changed my name and shall 
hereafter be known as NIMMO. 


It is certified that I have complied with other legal 
requirements in this connection. 


SEEMA RANI 
[Signature (in existing old name)] 


I hitherto known as BRAJESH RANI W/o BRHAM 
SINGH, residing at Block-3, Bastara, Karnal, Haryana-324, 
have changed my name and shall hereafter be known as 
RUBI DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


BRAJESH RANI 
[Signature (in existing old name)] 


T hitherto known as MAYANK S/o MAHENDRA KUMAR, 
residing at 2856 2nd Floor Block C, Sushant Lok-! Near Paras 
Hospital Gurgaon, PO Gurgaon, Distt. Gurgaon, Haryana- 
2200, have changed my name and shall hereafter be known 
as MAYANK KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAYANK 
[Signature (in existing old name)] 


I, ASHOK ADINARAYANAN VEDA son _ of 
ADINARAYANAN LOKAIAH NAIDU, residing at Flat No. 
602 Calypso Tower Salarpuria, Sattva Cadenza Hosur Main 
Road, Kudlu Gate, Kudlu Bommanahalli, Bengaluru, 
Karnataka-560068, have changed the name of my minor 
daughter AARADHYA ASHOK aged 7 years, and she shall 
hereafter be known as AARADHYA ASHOK VEDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHOK ADINARAYANAN VEDA 
[Signature of Guardian] 


I, RAYABARAPU SWARUPA RANI W/o RAJU, residing 
at 3-6l, Pammi, Mudigonda, Khammam, Telangana-50758, 
have changed the name of my minor son RAYABARAPU 
RITHIK aged 3 years and he shall thereafter be known as 
RAYABARAPU SUHANSH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAYABARAPU SWARUPA RANI 
[Signature of Guardian] 


I hitherto known as DOLLAIAH C son of 
CHIKKABEERAIAH, residing at Karemegaladoddi, 
Vandaraguppe, Ramanagar, Karnataka-56262, have changed 
my name and shall hereafter be known as DHANUSH C. 


It is certified that I have complied with other legal 
requirements in this connection. 


DOLLAIAH C 
[Signature (in existing old name)] 


I hitherto known as RIMPY W/o SANJEEV KUMAR, 
residing at Village Bohani, Teh Phagwara, Distt. Kapurthala, 
Punjab-!44403, have changed my name and shall hereafter 
be known as RIMPY DADRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RIMPY 
[Signature (in existing old name)] 


I hitherto known as RANBIR KAUR W/o WG CDR. RS 
BAIDWAN, residing at C-3/306, Vasant Kunj, Delhi-0070, 
have changed my name and shall hereafter be known as 
RANBIR KAUR BAIDWAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANBIR KAUR 
[Signature (in existing old name)] 
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I hitherto known as MUKUND NAIR alias MUKUND 
GOPAKUMARAN NAIR S/o GOPAKUMARAN NAIR, 
residing at Al-69 4th Street, llth Main Road, Shanti Colony 
Anna Nagar, Chennai, Tamil Nadu-600040, have changed my 
name and shall hereafter be known as MUKUND NAIR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUKUND NAIR alias 
MUKUND GOPAKUMARAN NAIR 
[Signature (in existing old name)] 


I hitherto known as PARUL VERMA W/o RAM 
PRAKASH TRIPATHI, residing at E-l09 VDA Colony, Basant 
Nagar, Patana, Chandauli, Uttar Pradesh-22ll0, have 
changed my name and shall hereafter be known as PARUL 
TRIPATHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARUL VERMA 
[Signature (in existing old name)] 


T hitherto known as SYOTI W/o SURENDER KUMAR, 
residing at 228-L, Model Town, Sonipat, Haryana-300I, 
have changed my name and shall hereafter be known as 
KIRAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


JYOTI 
[Signature (in existing old name)] 


T hitherto known as BHUPINDER KAUR W/o RAJWANT 
SINGH, residing at VPO Ramgarh, Tehsil Bholath, Distt. 
Kapurthala, Punjab-!44622, have changed my name and 
shall hereafter be known as SATWANT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHUPINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as VIJAY KUMAR BHAIA son of 
KRISHAN LAL, residing at F 9/72, Gali No.6, Batala Road, 
Prem Nagar, District Amritsar-l4300, Punjab have changed 
my name and shall hereafter be known as VIJAY KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIJAY KUMAR BHATA 
[Signature (in existing old name)] 


I hitherto known as SADHAN MONDAL son of 
SADANANDA MANDAL, R/o 24/8 No.-Hara Prasad 
Shahstri Road, Rabindra Sarani, Siluguri (M. Corp), Rabindra 
Sarani, Darjeeling, West Bengal-734006, have changed my 
name and shall hereafter be known as SADHAN MANDAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SADHAN MONDAL 
[Signature (in existing old name)] 


I hitherto known as Dr. DEBASHIS BAROI S/o. Late 
RENU BHUSAN BAROI, employed as Service in the West 
Bengal Govt. Employee, residing at 58F, Kankulia Road, 
VTC: Sarat Bose Road, P.O. Sarat Bose Road, Sub District: 
Circus Avenue, District: Kolkata, State: West Bengal, 
Pin 700029, have changed my name and shall hereafter be 
known as Dr. DEBASHIS ROY. 


It is certified that I have complied with other legal 
requirements in this connection. 


Dr. DEBASHIS BAROI 
[Signature (in existing old name)] 


I, Dr. DEBASHIS BAROI S/o. Late RENU BHUSAN 
BAROI, residing at 58F, Kankulia Road, VTC: Sarat Bose 
Road, P.O. Sarat Bose Road, Sub District: Circus Avenue, 
District: Kolkata, State: West Bengal, Pin-700029, have 
changed the name of my minor daughter ROOPKATHA 
BAROI, aged l0 years and she shall hereafter be known as 
ROOPKATHA ROY. 


It is certified that I have complied with other legal 
requirements in this connection. 


Dr. DEBASHIS BAROI 
[Signature of Guardian] 


I hitherto known as LOVEPREET daughter of HEERA 
MASIH, residing at Village and Post Office Naushera Majja 
Singh, Tehsil and District Gurdaspur-4358, Punjab, have 
changed my name and shall hereafter be known as 
LOVEPREET SAHOTA. 

It is certified that I have complied with other legal 
requirements in this connection. 

LOVEPREET 
[Signature (in existing old name)] 


I hitherto known as SANA ANSARI D/o FARUKH 
ANSARI, residing at H No.-3, Gali १०.-॥/॥, Shakti Vihar, 
Meethapur, Badarpur, Delhi-!0044, have changed my name 
and shall hereafter be known as SOMYA. I have changed 
only my name not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANA ANSARI 
[Signature (in existing old name)] 
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I hitherto known as AMIT KUMAR YADAV S/o 8 S 
YADAV, residing at 292/2, Sector-C Defence Colony, Kalrehri 
Road, Amadal Shahpur, Ambala G.P.O, Ambala, 
Haryana-!3300l, have changed my name and shall hereafter 
be known as AMIT YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KUMAR YADAV 
[Signature (in existing old name)] 


I hitherto known as ROHIT S/o SATISH KUMAR, 
residing at 603-B, Ashirwad Towers, Opposite Trishla Plus 
Home, PIR Machhaila, PO-Dhakauli, Distt.-SAS Nagar 
(Mohali), Punjab-!40603, have changed my name and shall 
hereafter be known as ROHIT SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 

ROHIT 

[Signature (in existing old name)] 


I hitherto known as ANIL KUMAR AGGARWAL son of 
KRSHAN BALDEYV, residing at H.No. 359, Vrindavan 
Garden Village Nangli, Fatehgarh Churian Road, District 
Amnritsar-!4300l, Punjab, have changed my name and shall 
hereafter be known as ANIL AGGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIL KUMAR AGGARWAL 
[Signature (in existing old name)] 


I hitherto known as LAXMI KUMARI SOHANLAL 
SHARMA W/o KANTA PRASAD DHYANI, residing at 
H.No. 250, Street No. 32, Sadarpur Khajur Colony, Sector-45, 
Noida, Uttar Pradesh-2030l, have changed my name and 
shall hereafter be known as LAXMI DHYANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAXMI KUMARI SOHANLAL SHARMA 
[Signature (in existing old name)] 


I hitherto known as MANDIP SINGH GOTRA son of 
CHANAN SINGH, residing at VPO Mari Tanda Tehsil Batala 
District Gurdaspur-4355, Punjab, have changed my name 
and shall hereafter be known as MANDIP SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANDIP SINGH GOTRA 
[Signature (in existing old name)] 


I hitherto known as BALWINDER KAUR wife of 
BALKAR SINGH, residing at VPO Khushupura District 
Amnritsar-!430, Punjab, have changed my name and shall 
hereafter be known as PALWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALWINDER KAUR 
[Thumb Impression] 


T hitherto known as SARABJIT KAUR wife of DILBAG 
SINGH, residing at H.No. 695, Phase-2, VPO Goindwal Sahib 
Tehsil Khadur Sahib, District Tarn Taran-l43422, Punjab, 
have changed my name and shall hereafter be known as 
SARBJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SARABJIT KAUR 
[Signature (in existing old name)] 


I hitherto known as B CHINTHALAIAH son of 
3 ANJANEYULU R/o H. No.- 6-33, Ibrahimpatnam, Water 
Tank, Dhanwada (Mandal), Ibrahimpatnam, Mahabubnagar, 
Telangana-50935, have changed my name and shall hereafter 
be known as 3 CHANDU. 


It is certified that I have complied with other legal 
requirements in this connection. 


B CHINTHALAIAH 
[Signature (in existing old name)] 


I hitherto known as KHANGEMBAM SANAJAOBA 
SINGH S/o KHANGEMBAM BIREN SINGH of Wangkhei 
Ningthem Pukhri Mapal, P.O. & P.S.-Porompat District Imphal 
East, Manipur, have changed my name and shall hereafter 
be known as VEER RANA KHANGEMBAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHANGEMBAM SANAJAOBA SINGH 
[Signature (in existing old name)] 


I hitherto known as RAJESH NEEKHRA alias RAJESH 
GUPTA S/o DEEPCHAND, residing at Gopalganj Mauranipur 
Jhansi, Uttar Pradesh-284204, have changed my name and 
shall hereafter be known as RAJESH NEEKHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJESH NEEKHRA alias RAJESH GUPTA 
[Signature (in existing old name)] 
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I hitherto known as RANDHIR SINGH S/o BIKKAR 
SINGH, R/o Patti Chhant, Vpo Chinniwal Khurd, Tehsil Tapa, 
Distt. Barnala, Punjab, have changed my name and shall 
hereafter be known as RANDHIR SINGH DHALIWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANDHIR SINGH 
[Signature (in existing old name)] 


I hitherto known as KAMALJIT KAUR W/o MOHAN 
SINGH, R/o VPO Rajpur Bhaian, Distt. Hoshiarpur, Punjab, 
have changed my name and shall hereafterbe known as 
KAMALJEET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMALJIT KAUR 
[Signature (in existing old name)] 


I, MUNAGAVALASA MURALIDHAR son of 
Late NAGABHUSHANA RAO, R/o Plot No. 4, Mehar Nagar, 
Kattera Veedhi, Srikakulam Town & Mandal, Srikakulam 
District, Andhra Pradesh-53200I, have changed the name of 
my minor son MUNAGAVALASA S RN SAI SIDDI ROHIT, 
aged I5 years and he shall hereafter be known 
MUNAGAVALASA ROHIT KARTHIKEYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUNAGAVALASA MURALIDHAR 
[Signature of Guardian] 


I hitherto known as PUSHPA D/o ASHOK KUMAR, 
resident of Kushat Ashram, Dinanagar, Gurdaspur, Punjab- 
4353, have changed my name and shall hereafter be known 
as PUSHPA SANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PUSHPA 
[Signature (in existing old name)] 


I hitherto known as SHIKHA SINGH alias SHIKHA 
W/o ABHISHEK MALHOTRA D/o SATENDRA SINGH 
employed as Wing Commander in the indian Air Force Station 
Chimney Hills, Hesarghatta Road, Bengaluru, Karnataka- 
560090, R/o T-62, Jalvayu Vihar, Plot No.8, Pocket 4, Phi 2, 
Builders Area, Greater Noida, Kasana, PO: Kasna, 
Distt. Gautam Budha Nagar, Uttar Pradesh-2030, have 
changed my name and shall hereafter be known as SHIKHA 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHIKHA SINGH alias SHIKHA 
[Signature (in existing old name)] 


I hitherto known as SHAGUFTA SAMIM alias 
DARAKSHA ANJUM D/o SAMIM HAIDER, R/o A-25, 
Naveen Vihar Block-A, Begum Pur, Delhi-!l004, have changed 
my name and shall hereafter be known as SHAGUFTA 
SAMIM. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHAGUFTA SAMIM alias DARAKSHA ANJUM 
[Signature (in existing old name)] 


I hitherto known as RAJENDER SINGH son of KEWAL 
SINGH, residing at Village Galowal, PO Shri Hargobindpur, 
District Gurdaspur-4355, Punjab, have changed my name 
and shall hereafter be known as RAJINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJENDER SINGH 
[Signature (in existing old name)] 


T hitherto known as SOHAN DEEP KAUR W/o INDERJEET 
SINGH, residing at 4/3 B, Gali No. 6, Hargobind Nagar, 
Dhuri, District Sangrur, Punjab-48024, India, have changed 
my name and shall hereafter be known as SUKHBIR KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SOHAN DEEP KAUR 
[Signature (in existing old name)] 


I, VAVILAPALLI SUNIL KUMAR S/o VAVILAPALLI 
VIJAY KUMAR, R/o D.No. I-I72, Arjun Rao Colony, Dolapeta 
Village, Rajam Mandal, Srikakulam District, Andhra Pradesh- 
53227, have changed the name of my minor daughter 
VAVILAPALLI RAAHL aged 2 months and she shall hereafter 
be known as AADHYA VAVILAPALLI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VAVILAPALLI SUNIL KUMAR 
[Signature of Guardian] 


I hitherto known as HARENDRA KUMAR SHARMA 
S/o SHRI RAMESHWAR DAYAL SHARMA, R/o Flat 
No. 930, Pocket A3, Sector-7l, Jagrati Apartment, Noida, 
Gautam Buddha Nagar Noida, Uttar Pradesh-2030, have 
changed my name and shall hereafter be known as 
HARENDDRA KUMAR SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARENDRA KUMAR SHARMA 
[Signature (in existing old name)] 
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I hitherto known as ANU SHARMA W/o VIVEK KUMAR 
SHARMA, R/o H.No. 430-D, B.R.S Nagar, Ludhiana-l402, 
Punjab, India, have changed my name and shall hereafter be 
known as ANU DHANDA . 


It is certified that I have complied with other legal 
requirements in this connection. 


ANU SHARMA 
[Signature (in existing old name)] 


I hitherto known as MADLAKKAPALLI YASODHA 
D/o YARRISWAMY, R/o Hanumanthanalli, Challakere, 
Chitradurga, Karnataka-577529, have changed my name and 
shall hereafter be known as YASHODHAMMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MADLAKKAPALLI YASODHA 
[Signature (in existing old name)] 


I hitherto known as TEJESHWINI DILIP AHERWAR 
D/o DILIP AHERWAR W/o VINAY VASHISHT, R/o 45, 
Sector-5, Sonipat, Haryana-l3!00I, have changed my name 
and shall hereafter be known as TEJESHWINI VASHISHT. 


It is certified that I have complied with other legal 
requirements in this connection. 


TEJESHWINI DILIP AHERWAR 
[Signature (in existing old name)] 


T hitherto known as VED PARKASH SAPNA alias VED 
PARKASH S/o MUNSHI RAM, R/o 4I57, Munshian Wala 
Bazar, Katra Karam Singh, Amritsar, Punjab-!4300, have 
changed my name and shall hereafter be known as VED 
PARKASH. 


It is certified that I have complied with other legal 
requirements in this connection. 


VED PARKASH SAPNA alias VED PARKASH 
[Signature (in existing old name)] 


I hitherto known as R. RAJENDRA PRASAD 
S/o SUDHAKARA RAO RACHAPUTLI, R/o 4, Kalyani, DAE 
Township, Anupuram-60327, Chengalpattu District, Tamil 
Nadu, have changed my name and shall hereafter be known 
as RAJENDRA PRASAD RACHAPUTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


R. RAJENDRA PRASAD 
[Signature (in existing old name)] 


I hitherto known as JYOTI SOOD W/o AJAY SOOD 
R/o House No.85, Dashmesh Enclave, Zirakpur, Himmatgarh 
Dhakola, Distt. SAS Nagar Mohali, Punjab, have changed 
my name and shall hereafterbe known as JEEVAN JYOTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


JYOTI SOOD 
[Signature (in existing old name)] 


I hitherto known as SOMA RANI daughter of MANJIT 
SINGH, residing at Gidderan Wali, Distt. Fazilka (Punjab), 
have changed my name and shall hereafter be known as 
SIMAR KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SOMA RANI 
[Signature (in existing old name)] 


I hitherto known as DEEPA NATH alias DEEPA DAS 
TALUKDAR D/o DILIP KUMAR NATH W/o ANUPAM 
DAS TALUKDAR, residing at Flat No.-2F Link Road Main 
Pearl Plaza Link Road Silchar VTC Uttar Krishnapur PT II PO 
Uttarkrishnapur Sub District Silchar District Cachar, State 
Assam-788006, have changed my name and shall hereafter 
be known as DEEPA NATH. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPA NATH alias DEEPA DAS TALUKDAR 
[Signature (in existing old name)] 


I, CHANDRA PRASATH NATARAJAN S/o NATARAJAN, 
residing at J 20l Casagrand Castle Manapakkam Village 
Alandur Talk Backside of Casagrand Woodside Dharmarajapuram 
Manapakkam Kancheepuram, Tamil Nadu-60025, have 
changed the name of my minor daughter C A KAHENI, aged 
7 years and she shall hereafter be known as KHAHINI C A. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDRA PRASATH NATARAJAN 
[Signature of Guardian] 


T hitherto known as BABY RANI W/o PARAMIJIT SINGH, 
R/o H.No. B-8/270, ७.)२०.।2, Mahilpur Distt. Hoshiarpur, 
Punjab, have changed my name and shall hereafterbe known 
as HARWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BABY RANI 
[Signature (in existing old name)] 
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I hitherto known as GOPINDERJIT KAUR 
W/o AMRITPAL SINGH, R/o Village Sehjo Majra PO. Pawat 
Distt. Ludhiana, Punjab, have changed my name and shall 
hereafterbe known as GOPINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GOPINDERJIT KAUR 
[Signature (in existing old name)] 


T hitherto known as ANKIT KASANA son of TEJ SINGH, 
residing at 98, Dadri Road, Roopvas, Gautam Buddha Nagar, 
Uttar Pradesh-203207, have changed my name and shall 
hereafter be known as RUDHRANSH KASANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANKIT KASANA 
[Signature (in existing old name)] 


I hitherto known as INDU W/o AMIT KUMAR, 
R/o H.No.-940, 9th Floor, Manglam Tower, SBP Housing 
Park, Dera Bassi, SAS Nagar (Mohali), Punjab-40507, have 
changed my name and shall hereafter be known as NAIINAA. 


It is certified that I have complied with other legal 
requirements in this connection. 


INDU 
[Signature (in existing old name)] 


I hitherto known as PARAMJIT SINGH S/o KARNAIL 
SINGH, R/o Patti Bhagarian, Sarai Khas, Jalandhar, 
Punjab-44805, have changed my name and shall hereafter 
be known as PARAMJIT SINGH SARAIT. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARAMIJIT SINGH 
[Signature (in existing old name)] 


I hitherto known as HARMAN S/o JHALMAN DASS, 
R/o Village Ispur PO Makhsoospur, Tehsil Garhshankar, Distt. 
Hoshiarpur, Punjab, have changed my name and shall 
hereafterbe known as HARMAN MAHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARMAN 
[Signature (in existing old name)] 


I hitherto known as MONAMI MUKHERJEE 
D/o SAMAR NATH MUKHOPADHYAY W/o VAIBHAV 
MISHRA, R/o 05, Tower-5, 2nd Floor, Signature Millenia | 
Sector-37D, Haryana-|2200l, Permanent Address Plot No.-29, 
Khata Number-793, Mohanpur, Chakarman, Deoghar, 
Jharkhand-8457, have changed my name and shall hereafter 
be known as MONAMI MUKHERJEE MISHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MONAMI MUKHERJEE 
[Signature (in existing old name)] 


T hitherto known as SIKANDER SINGH S/o BHAJAN 
SINGH, R/o Patti Dhillon, VPO-Lamme, Tehsil-Jagraon, 
Distt.-Ludhiana, Punjab-!42034, have changed my name and 
shall hereafter be known as SKANDER SINGH DHILLON. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIKANDER SINGH 
[Signature (in existing old name)] 


T hitherto known as MEWA RAM SYAN S/o BACHAN 
SINGH, R/o Nabha Road, New Ablowal, Back Side Chahal 
Palace, Patiala, Punjab-!4700, have changed my name and 
shall hereafter be known as MEWA SINGH SYAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEWA RAM SYAN 
[Signature (in existing old name)] 


I hitherto known as HITEN SHAH S/o MAHENDRA 
BHAI SHAH, residing at FA-350, Second Floor, Mansarover 
Garden, New Delhi-l!005 and permanent address 607, 
Rander Road, Shatrunjay Tower-A, Surat City, Gujarat-395009, 
have changed my name and shall hereafter be known as 
HITEN MAHENDRABHAI SHAH. 


It is certified that I have complied with other legal 
requirements in this connection. 

HITEN SHAH 

[Signature (in existing old name)] 


I hitherto known as KEERTHI VARMA alias KEERTHI 
RAMAMOORTHY VARMA S/o RAMAMOORTHY, residing 
at 589 2nd Main 2nd Stage Bhel Layout Pattanagere 
Bangalore South Rajarajeshwarinagar Bangalore Karnataka 
560098, have changed my name and shall hereafter be known 
as KEERTHI VARMA NUTHALAPATI. 


It is certified that I have complied with other legal 
requirements in this connection. 

KEERTHI VARMA 

alias KEERTHI RAMAMOORTHY VARMA 

[Signature (in existing old name)] 
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I, ANURAG VASHISHT son of VED PARKASH 
SHARMA, residing at Flat No.22, Royal Street, Ground 
Floor, North Avenue Omaxe, Sector |5, Bahadurgarh, Jhajjar, 
Haryana Pin Code-24507, Haryana, have changed the name 
of my minor son VISHU, aged 4 years and he shall hereafter 
be known as ATHRVA VASHISHT. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANURAG VASHISHT 
[Signature of Guardian] 


I hitherto known as RANJIT KUMAR ROY alias RANJIT 
ROY S/o SHYAM CHAND ROY, residing at 26/5/] 
Dharmatala Lane 34 Howah Municipal Corp Shibpur Howrah 
702, have changed my name and shall hereafter be known 
as RANJIT KUMAR ROY. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANJIT KUMAR ROY alias RANJIT ROY 
[Signature (in existing old name)] 


I hitherto known as RAJU KANNAUJIYA 
S/o SATYANARAYAN KANNOJIA, R/o 268/85, Master 
Kanhiya Lal Road, Aishbagh, Rajendranagar, S.O, Lucknow, 
Uttar Pradesh-226004, have changed my name and shall 
hereafter be known as ROHIT KANNOJIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU KANNAUJTYA 
[Signature (in existing old name)] 


I hitherto known as MOHAN ARORA alias MOHAN 
LAL S/o DEVI DASS ARORA, R/o R/07/362, Gali Pehalwana 
Wali, Bazar Bhagtan Wala, Amritsar, Punjab-!4300l, have 
changed my name and shall hereafter be known as MOHAN 
ARORA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAN ARORA alias MOHAN LAL 
[Signature (in existing old name)] 


I hitherto known as CHANCHAL wife of ASHOK 
KUMAR, residing at HM-l63, Roop Nagar, Near Harkrishan 
Public School, District Amritsar-!4300l Punjab, have changed 
my name and shall hereafter be known as CHANCHAL 
KALRA. 


It is certified that I have complied with other legal 
requirements in this connection. 

CHANCHAL 

[Signature (in existing old name)] 


I hitherto known as ARSHAD HUSSAIN 
S/o MD MAQUBOOL ALAM, residing at 8]/204, Aliganj 
Road No- 7, Near Railway Lane, Aliganj, Gaya, Bihar, 82300], 
have changed my name and shall hereafter be known as 
MD TASLIM ALAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARSHAD HUSSAIN 
[Signature (in existing old name)] 


I hitherto known as GUDDU KUMAR son of 
Shri LAKSHMI KANT YADAV at Vill-Goraiya Toli, 
Post-G.P.O., Thana-Kotwali Patna, Bihar-800020, have 
changed my name and shall hereafter be known as AJIT 
KUMAR YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


GUDDU KUMAR 
[Signature (in existing old name)] 


I hitherto known as PAWAN ORAON son of DHANI 
ORAON, R/o Village Langta Pabeya, Po Chharda, Tehsil 
Sisai, Distt Gumla Jharkhand-835324, have changed my 
name and shall hereafter be known as PAWAL SURIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


PAWAN ORAON 
[Signature (in existing old name)] 


I hitherto known as DAVINDER KAUR W/o JAGJIT 
SINGH, R/o Near Sangam Palace, Kalanaur, Distt Gurdaspur, 
Punjab, have changed my name and shall hereafter be known 
as RAJWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DAVINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as URMILA alias URMILA GUPTA 
D/o INDER SAIN JAIN W/o MOHINDER SINGH, 
R/o 680/5 Red Road, Jyoti Nagar, Thanesar, Kurukshetra, 
Haryana-|368, have changed my name and shall hereafter 
be known as URMILA GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


URMILA alias URMILA GUPTA 
[Signature (in existing old name)] 
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T hitherto known as SHARDA DEVI D/o Sh. CHUNI LAL 
W/o SHIV KUMAR WALIA, residing at Ward No 9, Main 
Bazar, Mukerian, Distt. Hoshiarpur, Punjab, have changed 
my name and shall hereafter be known as PRIYANKA 
WALIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHARDA DEVI 
[Signature (in existing old name)] 


I, CHANDA KUMARI wife of RAJESH KUMAR, 
R/o Chandmari, P.O. Motihari, P.S. Motihari Town, Distt. 
East Champaran, Bihar-84540, have changed the name of 
my minor daughter SUHANI, aged l6 years she shall 
hereafter be known as SUHANI KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDA KUMARI 
[Signature of Guardian] 


I hitherto known as ADAM PRABHU KRIZENSON 
MEDIPALLI S/o ADAM MEDIPALLI, R/o Flat 30], Sai 
Spectra Czech Colony, Road -3, Sanath Nagar, Hyderabad, 
Telangana-50008, have changed my name and shall hereafter 
be known as KIRAN MEDIPALLI. 


It is certified that I have complied with other legal 
requirements in this connection. 


ADAM PRABHU KRIZENSON MEDIPALLI 
[Signature (in existing old name)] 


I hitherto known as REKHA DEVI W/o Mr. ARUN 
KUMAR VERMA, residing at R. K. Puram Lane No. I, Bela, 
Muzaffarpur, Bihar-842002, have changed my name and shall 
hereafter be known as REKHA VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


REKHA DEVI 
[Signature (in existing old name)] 


I hitherto known as PRERNA D/o Mr. ANIL KUMAR, 
residing at Village-Pakhanpur, Post-Lakhnauti, Block- Gangoh, 
District- Saharanpur, Uttar Pradesh-24734], have change my 
name and shall hereafter be known as PRERNA MANDHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRERNA 
[Signature (in existing old name)] 


I hitherto known as SHUKRAN MALIM W/o MOHD 
SHAFI, R/o H. No. 342, Ramjan Basti Near Prem Lata Hospital 
Malerkotla Punjab, have changed my name and shall 
hereafter be known as SHEHNILA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHUKRAN MALIM 
[Signature (in existing old name)] 


I hitherto known as SANJAY S/o HANS RAJ 
KANDHARI, R/o 54, Inside Daily Needs Sweets Lane, 
Khalsa Avenue, Distt Amritsar-!4300l, Punjab, have changed 
my name and shall hereafter be known as SANJEEV 
KANDHARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJAY 
[Signature (in existing old name)] 


I hitherto known as HARDIP KAUR W/o HARDEV 
SINGH, R/o Deepa Patti, Vpo Veroke, Moga, Punjab, 
Pin-!42049, have changed my name and shall hereafter be 
known as SIMARJEET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARDIP KAUR 
[Signature (in existing old name)] 


I hitherto known as RAJNI W/o RAKESH KUMAR, 
R/o Dhillon Basti, Ward No. 5, Talwandi Bhai, Tehsil & 
Distt. Ferozepur, Punjab, have changed my name and shall 
hereafter be known as RAJNI BALA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJNI 
[Signature (in existing old name)] 


I hitherto known as KRITI D/o KRISHNA PAL, residing 
at 0 Tower Wali Road Adarsh Colony Muzzaffar Nagar 
Muzaffarnagar Muzaffarnagar Uttar Pradesh 2500, have 
changed my name and shall hereafter be known as 
KRITI SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 

KRITI 

[Signature (in existing old name)] 
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I hitherto known as RAZIA D/o SAHIB MASIH, 
R/o Village & PO Faizulla Chak, Tehsil & Distt Gurdaspur, 
Punjab, have changed my name and shall hereafter be known 
as RAZIA KHOKHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAZIA 
[Signature (in existing old name)] 


T hitherto known as KANWAL JEET SINGH S/o GURMIT 
SINGH, R/o Vill. Nogawan, PS Sadar Patiala, Distt. Patiala, 
Punjab, Pin-!470, have changed my name and shall hereafter 
be known as KAWALJEET SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KANWAL JEET SINGH 
[Signature (in existing old name)] 


I hitherto known SUKHJINDER KAUR NIZER 
W/o DALJIT SINGH, R/o Flat No. , Loharka Road, Imperial 
City, Distt Amritsar, Punjab, have changed my name and 
shall hereafter be known as SUKHJINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHJINDER KAUR NIZER 
[Signature (in existing old name)] 


I hitherto known as DEBOSHREE CHAKRABORTY 
D/o DILIP KUMAR CHAKRABORTY W/o SANDEEP ROY 
CHOUDHURY, residing at 3 F Rangirkhari Silchartown 
Berenga Pt V Cachar Assam 788005, have changed my name 
and shall hereafter be known as DEBOSHRIEE 
CHAKRABORTY. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEBOSHREE CHAKRABORTY 
[Signature (in existing old name)] 


I hitherto known as ASHIF HUSEN MAKANDAR 
S/o HUSSAIN MAKANDAR, residing at 9-3-l089/B/54 
Jahanuma Charminar Falaknuma Hyderabad Telangana- 
500053, have changed my name and shall hereafter be known 
as ASIF SHAIKH. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHIF HUSEN MAKANDAR 
[Signature (in existing old name)] 


I hitherto known as PRANJAL RASTOGI S/o ASHOK 
KUMAR RASTOGLI, residing at Chamaran Tola, PO- Maholi, 
Sitapur, Uttar Pradesh- 264I, have changed my name and 
shall hereafter be known as AKHAND RASTOGI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRANJAL RASTOGI 
[Signature (in existing old name)] 


I, RAMSHER S/o HARICHAND, R/o House No-889, Near 
Comunity Center, Sector-!6, Hisar, Haryana-!2500, have 
changed the name of my minor son KUNAL aged about 
6 years and he shall hereafter be known as KUNAL 
KANDHAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMSHER 
[Signature of Guardian] 


I hitherto known as SAHIDA KHATUN 
D/o SK SAHADAT HOSSAIN, residing at Payasa, 
Dhaniakhali, Hooghly, West Bengal- 7!2302, have changed 
my name and shall hereafter be known as SAHIDA BEGAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIDA KHATUN 
[Signature (in existing old name)] 


I hitherto known as RAJ KUMAR S/o NAND KISHORE 
MAHAWAR, R/o 230/I, Vijay Laxmi Nagar, Sitapur, Biswan, 
Uttar Pradesh- 26l00l, have changed my name and shall 
hereafter be known as RAJ KUMAR MAHAWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJ KUMAR 
[Signature (in existing old name)] 


I hitherto known as SULTAN S/o CHAMAN LAL, 
R/o Village Jattpur, PO Chagran, Distt Hoshiarpur-4600], 
Punjab, have changed my name and shall hereafter be known 
as SULTAN SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 

SULTAN 

[Signature (in existing old name)] 
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I hitherto known as SHENTNDRA KUMAR son of 
Late RAMNATH VERMA, R/o |80 Nakhasa, Etawah, 
Uttar Pradesh-20600l, have changed my name and shall 
hereafter be known as SATYENDRA KUMAR VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHENTNDRA KUMAR 
[Signature (in existing old name)] 


T hitherto known as OM JI TTWARI S/o SURESH KUMAR 
TRIPATHI, R/o Purvi Nai Basti, Radhanagar, Fatehpur, 
Uttar Pradesh-2260l, have changed my name and shall 
hereafter be known as RAJ TRIPATHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


OM JI TIWARI 
[Signature (in existing old name)] 


T hitherto known as JASWINDER KAUR SIDHU wife of 
SUKHDARSHAN SINGH, residing at Lohgarh Basti, 
Dharamkot, Distt. Moga, Punjab, 42042, have changed my 
name and shall hereafter be known as JASWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JASWINDER KAUR SIDHU 
[Signature (in existing old name)] 


I hitherto known as KAMLA alias KAMLA DEVI 
W/o SARABJIT SINGH, residing at Village- Mahunwal, PO- 
Nakodar, Tehsil- Nakodar, Nakodar, Jalandhar, Punjab- 44040, 
have changed my name and shall hereafter be known as 
KAMLA RANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMLA alias KAMLA DEVI 
[Signature (in existing old name)] 


I hitherto known as M K AGARWAL S/o ROOP 
CHANDRA AGARWAL, R/o I8. Him City, Sitapur Road, 
Near Madiyaon Thana, Mohibulla Pur, Nirala Nagar, Lucknow, 
Uttar Pradesh - 226020, have changed my name and shall 
hereafter be known as MAHENDRA KUMAR AGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


M K AGARWAL 
[Signature (in existing old name)] 


I hitherto known as MANGALAMMA, wife of 
Late BOJEGOWDA, R/o 398, Marigudi Stret, manchegowdana 
Koppal, Vijaynagar II Stage, Mysuru, Karnataka-57007, have 
changed my name and shall hereafter be known as 
CHIKKAKEMPAMMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANGALAMMA 
[Signature (in existing old name)] 


I hitherto known as PARMAR ASHVIN KUMAR son of 
PARSHOTTAM BHAI PARMAR, residing at Jivapar, 
district Jamnagar-36006, Gujarat, have changed my name 
and shall hereafter be known as PARMAR ASHVINKUMAR 
PARSOTTAMBHALI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARMAR ASHVIN KUMAR 
[Signature (in existing old name)] 


I hitherto known as MUKHTAR SINGH NAGI son of 
SAWARAN SINGH, residing at Village Mokal, PO Dhapai, 
Tehsil Batala District Gurdaspur-!435l6 Punjab, have 
changed my name and shall hereafter be known as 
MUKHTAR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUKHTAR SINGH NAGI 
[Signature (in existing old name)] 


T hitherto known as SUBHASH GURULING JANGAM 
S/o GURULING SAKHARAM JAGRAM, R/o MO Tondsure 
Jangamwadi PO Varvatane, Tondsure, Raigarh, Varvatane, 
Maharashtra-40205, have changed my name and shall 
hereafter be known as ANANT GURULING JANGAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUBHASH GURULING JANGAM 
[Signature (in existing old name)] 


I hitherto known as ISHU D/o RAMESH KUMAR, 
residing at H.No. Jl4/99, Patti Bahniwal Di, Daburji Khba 
Pasa, District Amritsar-!4300l, Punjab, have changed my 
name and shall hereafter be known as ISHPREET. 


It is certified that I have complied with other legal 
requirements in this connection. 


ISHU 
[Signature (in existing old name)] 
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I hitherto known as AKANKSHA D/o SURINDER 
KUMAR, residing at Village Lodhwan Khas Tehsil Indora 
District Kangra-7620l, Himachal Pradesh, have changed 
my name and shall hereafter be known as PINKY. 


It is certified that I have complied with other legal 
requirements in this connection. 


AKANKSHA 
[Signature (in existing old name)] 


I hitherto known as RAHUL S/o KRISHAN KUMAR, 
residing at H. No. |79 Bajigar Basti, khanna (Ludhiana) 
Pin: 440, Punjab, India, have changed my name and shall 
hereafter be known as RAHUL KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL 
[Signature (in existing old name)] 


T hitherto known as KAJAL alias DIKSHA AGGARWAL 
D/o VIJAY W/o MANISH AGGARWAL, R/o #6, Dhobian 
Wala Mohalla, Ward No-l0, Naraingarh, Ambala, 
Haryana-|34203, have changed my name and shall hereafter 
be known as DIKSHA AGGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAJAL alias DIKSHA AGGARWAL 
[Signature (in existing old name)] 


I hitherto known as ROOP LAL S/o SULTAN, 
R/o Village Domana, PO Miani, Teh. Dasuya, Hoshiarpur, 
Punjab PIN-44202, have changed my name and shall 
hereafter be known as ROOP MASIH. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROOP LAL 
[Signature (in existing old name)] 


I hitherto known as RAM PRAKASH alias RAM 
PRAKASH SISODIYA S/o NAUBAT SINGH, R/o P-202, 
Professor Colony, Gyan Sarover, Koil, Aligarh, Uttar Pradesh- 
20200, have changed my name and shall hereafter be known 
as RAM PRAKASH SISODIYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAM PRAKASH alias RAM PRAKASH SISODIYA 
[Signature (in existing old name)] 


I hitherto known as ABANTI PATRA S/o BANAMALI 
PATRA, employed as Assistant C&W in Indian Railway, 
Sr. DPO, Irwin Road, Mysore, Karnataka, Pin-57000, residing 
at At - Barbatia, PO- Barbatia Bazar, PS- Bhograi, Balasore, 
Odisha - 756039, have changed my name and shall hereafter 
be known as ASHISH PATRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABANTI PATRA 
[Signature (in existing old name)] 


I hitherto known as DEVENDER PARKASH S/o HARI 
SINGH, residing at New Adarsh Nagar, Bharawas Road, 
Rewari, Rewari, Haryana- |2340, have changed my name 
and shall hereafter be known as DEVENDER PRAKASH. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVENDER PARKASH 
[Signature (in existing old name)] 


I hitherto known as NEHA D/o BHAGWAN SINGH, 
residing at 744, Shambhu Nagar, Shikohabad, Firozabad, 
Uttar Pradesh-20535, have changed my name and shall 
hereafter be known as ANJALI YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEHA 
[Signature (in existing old name)] 


I hitherto known as BHAWANA TRIPATHI 
D/o BHUWAN CHANDRA LOHANT, residing at K-93, Near 
Peer Bagh Masjid, Shakti Nagar, Lucknow, Uttar Pradesh- 
22606, have changed my name and shall hereafter be known 
as BHAWANA LOHANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHAWANA TRIPATHI 
[Signature (in existing old name)] 


I hitherto known as SURINDER KAUR 
W/o NACHHATAR SINGH, R/o VPO Haripur, Distt. Jalandhar 
Punjab-4402, have changed my name and shall hereafter 
be known as SULINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURINDER KAUR 
[Signature (in existing old name)] 
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I hitherto known as SUBHASH KUMAR 
S/o JAGESHWAR YADAV, Resident at Ward No- 04, Hira 
Tol, Raghunathpur Barari, Begusarai, Bihar - 8527, have 
change the name of my minor son NITISH KUMAR aged 
about l6 year and he shall hereafter be known as ARYAN 
RAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUBHASH KUMAR 
[Signature (in existing old name)] 


I hitherto known as DUPPALA VANDANA 
D/o BODDEPALLI VARAHALU, residing at l-!83, Main 
Street, Susaram Village, Priyagraharam Post, Polaki Mandal, 
Srikakulam District, Andhra Pradesh, 532430, have changed 
my name and shall hereafter be known as BODDEPALLI 
VANDANA. 


It is certified that I have complied with other legal 
requirements in this connection. 


DUPPALA VANDANA 
[Signature (in existing old name)] 


I hitherto known as TARSEM SINGH S/o HAJARA 
SINGH, R/o Village Sirah, Tehsil Batala, District Gurdaspur- 
4353, Punjab, have changed my name and shall hereafter 
be known as TARSHEM SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


TARSEM SINGH 
[Signature (in existing old name)] 


I hitherto known as JAGTAR SINGH S/o JASWANT 
SINGH, R/o Village Chak Bamu, PO Alampur, Tehsil Dasuya, 
Distt. Hoshiarpur, Punjab, have changed my name and shall 
hereafter be known as SINGH JAGTAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JAGTAR SINGH 
[Signature (in existing old name)] 


I hitherto known as DAMA RAM JAKHAR S/o UMA 
RAM JAKHAR, R/o Banta, Barmer, Rajasthan-34403, have 
changed my name and shall hereafter be known as 
DAMODAR JAKHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DAMA RAM JAKHAR 
[Signature (in existing old name)] 


I hitherto known as BABY KATARIA D/o TOTA RAM 
W/o TARJEET KUMAR MALL, Residing at Jagjit Colony, 
Dhilwan, PO-Dakoha, Jalandhar, Punjab-l44023, have 
changed my name and shall hereafter be known as BABY 
MALL. 


It is certified that I have complied with other legal 
requirements in this connection. 


BABY KATARIA 
[Signature (in existing old name)] 


I hitherto known as VANDANA alias VANDANA NIM 
D/o M.L NIM, Residing at S-55, T.F. Panchsheel Park, Near 
Malviya Nagar, New Delhi-ll007, have changed my name 
and shall hereafter be known as VANDANA KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


VANDANA alias VANDANA NIM 
[Signature (in existing old name)] 


I, BATTINI PURUSHOTTAM S/o BATTINI YERRAY YA, 
R/o D.No. |-223, Kovela Veedi, Peddamuraharipuram Village, 
Vajrapukotturu Mandal, Srikakulam District, Andhra Pradesh- 
53228, have changed the name of my minor Son BATTINI 
KESHAV RAO, aged | years and he shall hereafter be 
known as BATTINI KOUSHIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


BATTINI PURUSHOTTAM 
[Signature of Guardian] 


I hitherto known as MUNISH MEHRA S/o SURINDER 
MOHAN MEHRA, R/o House No. 8, Gali No. l, Phase-2, 
P.O. SJS Avenue, Distt. Amritsar-l4300l, Punjab, have 
changed my name and shall hereafter be known as MANISH 
MEHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUNISH MEHRA 
[Signature (in existing old name)] 


I hitherto known as NAVAL KOSHAR S/o GURDEV, 
resident of Village Razapur, PO Khanowal, District Kapurthala- 
4460I, Punjab, have changed my name and shall hereafter 
be known as NAVAL KISHOR. 


It is certified that I have complied with other legal 
requirements in this connection. 


NAVAL KOSHAR 
[Signature (in existing old name)] 
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I hitherto known as RITU BALA W/o AMIT PANDHI, 
R/o Gali Hastiran Wali, Ward No. 7, Fatehgarh Churian, 
Distt. Gurdaspur, Punjab, have changed my name and shall 
hereafter be known as RITU PANDHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RITU BALA 
[Signature (in existing old name)] 


I hitherto known as MAMTA RANI W/o TEJ 
BAHADUR, R/o H.No.36, Police Line Hoshiarpur Punjab, 
have changed my name and shall hereafter be known as 
MAMTA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAMTA RANI 
[Signature (in existing old name)] 


T hitherto known as SAVITRI DEVI W/o LAKHICHAND 
SAW, residing at Jarkha, Jarkha, Paliganj Patna, Bihar-800, 
have changed my name and shall hereafter be known as 
KAUSHALYA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAVITRI DEVI 
[Thumb Impression] 


Thitherto known as SACHIN AWADHUT YAMAJANWAR 
son of AWADHUT LAXMAN YAMAJANWAR, resident 
of Plot No. 9, Flat No. 703, Tejas Exotica, 7th Floor, ONGC 
Colony, Kalundre, Panvel, Distt. Raighad-4022l, have 
changed my name and shall hereafter be known as SACHIN 
AWADHUT YAMJANWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SACHIN AWADHUT YAMAJANWAR 
[Signature (in existing old name)] 


I, PURTI SINGH D/o PRADEEP SINGH W/o ABHISHEK 
VERMA, R/o C-256, Aravalli Marg, Indira Nagar, C-Block 
Chowraha, Lucknow, Uttar Pradesh-22606, have changed 
my minor Son namely AGASTYA VERMA aged 7 Years and 
he shall hereafter be known as YUVAN SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


PURTI SINGH 
[Signature of Guardian] 


I hitherto known as LOVELEEN D/o MADAN LAL, 
R/o H.No. 366, Subhash Nagar, Distt. Hoshiarpur-!4600], 
Punjab, have changed my name and shall hereafter be known 
as LOVELEEN KAUR.. 


It is certified that I have complied with other legal 
requirements in this connection. 


LOVELEEN 
[Signature (in existing old name)] 


I hitherto known as HARLEEN KAUR D/o PARMINDER 
SINGH, R/o 80, Kennedy Avenue, Distt. Amritsar-4300, 
Punjab, have changed my name and shall hereafter be known 
as HARLEEN DHINGRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARLEEN KAUR 
[Signature (in existing old name)] 


T hitherto known as ISHWAR DEVI wife of GIAN SINGH, 
residing at Village Nabipur, Distt. Karnal Haryana, have 
changed my name and shall hereafter be known as ISHRO 
DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


ISHWAR DEVI 
[Signature (in existing old name)] 


T hitherto known as KAMALJIT KAUR W/o RANJIT 
SINGH, R/o Mohala Guru Ka Khuh, Gali Ajit Singh Kanda 
Wali, Distt. Tarn Taran, Punjab, have changed my name and 
shall hereafter be known as KAWALJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMALJIT KAUR 
[Signature (in existing old name)] 


T hitherto known as HARJOT CHAUHAN W/o SURJIT 
SINGH, R/o Jalandhar Road Pind Mehta Chowk, Mehta, 
Distt. Amritsar, Punjab, have changed my name and shall 
hereafter be known as HARJOT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

HARJOT CHAUHAN 

[Signature (in existing old name)] 
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I hitherto known as HARJEET KAUR W/o DAVINDER 
SINGH, R/o 99, Phase 6, Near Civil Hospital, SAS Nagar, 
Punjab, have changed my name and shall hereafter be known 
as KANWAL PREET KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

HARJEET KAUR 

[Signature (in existing old name)] 


I, AMIT MITTAL S/O MADAN LAL, R/o 500/26, Near 
Dr. Madan Mittal, Shastri Nagar Jagraon, Distt. Ludhiana- 
42026, Punjab, have changed the name of my minor daughter 
RUKSANA age 2 year and she shall hereafter be known as 
RABIA. 


It is certified that I have complied with other legal 
requirements in this connection. 

AMIT MITTAL 

[Signature of Guardian] 


I, DONKADA VENKATA RAMACHANDRA RADHA 
SRINIVAS S/o KASI VISWESWARA RAMA MOHAN RAO 
DONKADA, residing at Flat No. 305, Anmol Residency, 
S.No. 276/l Uttareshwar Nagar, Lahagaon (N.V.), 
PO Lohogaon, Pune, १/७॥६7३5॥03-4 047, have changed 
the name of my minor son SAI KRISHNA DONKADA aged 
4 years and he shall thereafter be known as MOHANISH 
SAI DONKADA. 


It is certified that I have complied with other legal 
requirements in this connection. 


DONKADA VENKATA RAMACHANDRA 
RADHA SRINIVAS 
[Signature of Guardian] 


T hitherto known as DHEERAJ BIDURI S/o NARENDRA 
KUMAR, R/o /395, Dakshin Puri Exan, Dr. Ambedkar Nagar, 
South Delhi-l0062, have changed my name and shall 
hereafter be Inown as DHERYA BADUDI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHEERAJ BIDURI 
[Signature (in existing old name)] 


T hitherto known as RINKU RANI D/o JASWANT SINGH, 
R/o H.No. 339, Shanti Vihar Maqsudan, Jalandhar PO Nagra, 
Distt. Jalandhar, Punjab-!4403, have changed my name and 
shall hereafter be known as ASHVEEN KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RINKU RANI 
[Signature (in existing old name)] 


I hitherto known as YOGESH KUMAR S/o JAGDISH 
SINGH, residing at 49-A, Ananta Enclave, Behind Ameyash 
Hospital, Valipura, Chandpur, Bulandshahr, Uttar Pradesh- 
203002, have changed my name and shall hereafter be known 
as YOGESH KUMAR RAJORA. 


It is certified that I have complied with other legal 
requirements in this connection. 


YOGESH KUMAR 
[Signature (in existing old name)] 


I, VISHAL GUPTA S/o VIPIN GUPTA, residing at 
337 Paschim Puri, Sikandra, Agra, Uttar Pradesh-282007, have 
changed the name of my minor son VIHAAN GUPTA aged 
09 years and he shall hereafter be known as PRAKHAR 
GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


VISHAL GUPTA 
[Signature of Guardian] 


T hitherto known as ADITYA S/o ABHISHEK KUMAR, 
residing at Tower No. 8 3, Flat No. 403, Mohan Nagar, 
Ghaziabad, Uttar Pradesh-20l007, have changed my name 
and shall hereafter be known as AADITYA KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 

ADITYA 

[Signature (in existing old name)] 


I hitherto known as SHEHNAZ D/o ZABER ALI 
W/o HAKIMUDDIN PANWALA, residing at Saifee Mohalla, 
New Abadi, Banswara, Rajasthan-32700l, have changed my 
name and shall hereafter be known as ARWA PANWALA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHEHNAZ 
[Signature (in existing old name)] 


T hitherto known as BHARATH KOLLIPPARA S/o NANDI 
BHASKAR RAO KOLLIPARA, R/o H.No-|-!0-04/48, 
M.C.N.NO-364, Mayuri Marg, Bgumpet, Hyderabad, 
Telangana-50006, have changed my name and shall hereafter 
be known as BHARATH KOLLIPARA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHARATH KOLLIPPARA 
[Signature (in existing old name)] 
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I hitherto known as DIVYA D/o Shri NAGENDER 
KUMAR, R/o C- 62 Ist Floor Tulip Garden, Ardee City, 
Gurgaon, Wazirabad ( 75 ), Haryana-!220l, have changed 
my name and shall hereafter be known as DIVYA HARSH. 


It is certified that I have complied with other legal 
requirements in this connection. 


DIVYA 
[Signature (in existing old name)] 


I hitherto known as GEETA W/o WILSON, residing at 
V.P.O. Gakhal, Distt. Jalandhar-l44002, Punjab, India, have 
changed my name and shall hereafter be known as GEETA 
MASIH. 


It is certified that I have complied with other legal 
requirements in this connection. 


GEETA 
[Signature (in existing old name)] 


T hitherto known as KRISHAN LAL ANAND S/o MAYYA 
DASS, R/o H. No.- GH-2, l40-C, Ankur Appartment, Near 
Shiv Temple, Paschim Vihar, New Delhi, Delhi- 0063, have 
changed my name and shall hereafter be known as KRISHAN 
LAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHAN LAL ANAND 
[Signature (in existing old name)] 


I, SHAMMI KAPOOR S/o ASHOK KUMAR KAPOOR, 
R/o House No-07, Ashok Vatika, Heera Colony, PS Model 
Town, Hoshiarpur, Punjab-!4600l, have changed the name 
of my minor daughter DIVIYA aged about 6 Years and She 
shall hereafter be known as DIVIYA KAPOOR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHAMMI KAPOOR 
[Signature of Guardian] 


I hitherto known as USHA NANDHINI 
MURALIDHARAN W/o DAVID MOSES, R/o Subhash 
Nagar, Near Kali Temple. Shadipur, Port Blair, South Andaman, 
Andaman And Nicobar Islands-74406, have changed my 
name and shall hereafter be known as USHA MOSES. 


It is certified that I have complied with other legal 
requirements in this connection. 


USHA NANDHINI MURALIDHARAN 
[Signature (in existing old name)] 


I, LALIT MEENA S/o KHAJAN SINGH MEENA, 
R/o B 43, Moti Kunj Extension Colony, Mathura, 
Uttar Pradesh-2800, have changed the name of my minor 
daughter DIVI MEENA aged about 4 years and She shall 
hereafter be known as DIVISHA MEENA. 


It is certified that I have complied with other legal 
requirements in this connection. 

LALIT MEENA 

[Signature of Guardian] 


I hitherto known as SUSHILA DEVI W/o OM PRAKASH 
MAHAWAR, R/o 426-B, Arya Nagar, Sitapur, Uttar Pradesh- 
2600l, have changed my name and shall hereafter be known 
as SUSHILA DEVI MAHAWAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUSHILA DEVI 
[Signature (in existing old name)] 


I hitherto known as SUBASH ADLAKHA S/o NAVNIT 
RAM ADLAKHA, R/o House No-435, Sector-4, 
Escortsnagar Faridabad, S.O, Faridabad, Haryana-2007, 
have changed my name and shall hereafter be known as 
SUBHASH CHANDER ADLAKHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUBASH ADLAKHA 
[Signature (in existing old name)] 


I, SINDHUKUMAR SUNDARAM S/o SUNDARAM, 
R/o |7-B, Mariamman koil Street, Kundupalayam, 
Thattanchavady, Pondicherry-605009, have changed the 
name of my minor son OJISTHAVAIBAV SUNDARAM aged 
about 2 Month and He shall hereafter be known as 
OJISHTHA SUNDARAM. 


It is certified that I have complied with other legal 
requirements in this connection. 


SINDHUKUMAR SUNDARAM 
[Signature of Guardian] 


T hitherto known as RAJPATI W/o SURINDER SINGH, 
R/o 76 A, Sarai Aurangabad, Bahadurgarh, Jhajjar, Haryana- 
24507, have changed my name and shall hereafter be known 
as RAJWANTI. 


It is certified that I have complied with other legal 
requirements in this connection. 

RAJPATI 

[Signature (in existing old name)] 
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I hitherto known as VASAM VENKATESWARLU 
S/o VASAM LAXMINARSAIAH, employed as Director at 
Department of Youth Services, Telangana, residing at Door 
No. 5-l3-340, Bank Colony, Near Saibaba Temple, 
Khanapuram Haweli (Urban), Khanapuram Haweli, Khammam 
District, Telangana-507002, have changed my name and shall 
hereafter be known as VASAM VENKATESWAR REDDY. 


It is certified that I have complied with other legal 
requirements in this connection. 


VASAM VENKATESWARLU 
[Signature (in existing old name)] 


I hitherto known as DINESH GOVIND GAYKAR 
S/o GOVIND GAIKAR, residing at House No-05, At Post- 
Kishor Gaon, Tal-Murbad, Asole Road, Near Ganesh Mandir, 
Murbad, Thane, Maharashtra-4240, have changed my name 
and shall hereafter be known as DINESH GOVIND GAIKAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DINESH GOVIND GAYKAR 
[Signature (in existing old name)] 


I hitherto known as RASHDA BEGUM W/o SALEEM 
KHAN, residing at Shadatpur, Malerkotla, Punjab-48023, 
have changed my name and shall hereafter be known as 
RASHEEDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RASHDA BEGUM 
[Signature (in existing old name)] 


I hitherto known as GANGI SAI KUMAR S/o GANJI 
RAMCHANDER, R/o 8-6-l07, Padmashalipuram, 
Rajendranagar Mandal, Balapur, K. V. Rangareddy, 
Telangana-500005, have changed my name and shall hereafter 
be known as GANJI SAI KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GANGI SAI KUMAR 
[Signature (in existing old name)] 


I, MURLI MANOHAR S/o NITYA NAND YADAV, 
R/o Nag Lok, Lallu Pokhar, Munger, Bihar-820l, have 
changed the name of my minor Son SAMBHAV aged about 
[7 years and He shall hereafter be known as SAMBHAV 
MANOHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MURLI MANOHAR 
[Signature (in existing old name)] 


I hitherto known as MOMAD ARFAT S/o ZULFIKAR 
SHAIKH, R/o 452/2 Dargah Road, Near Moti Dargah, 
Navsari, Gujarat-396445, have changed my name and shall 
hereafter be known as MAHMADARFAT ZULFIKAR 
SHAIKH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOMAD ARFAT 
[Signature (in existing old name)] 


I hitherto known as VIJAY LAKSHMI W/o KAMAL 
KUSHWANSHI, R/o Manorama Bhawan, Feri Road, Near 
Pool Ghat, Barari, Bhagalpur, जि॥क-8 | 2003, have changed 
my name and shall hereafter be known as VIJAYA LAKSHMI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIJAY LAKSHMI 
[Signature (in existing old name)] 


I hitherto known as GOWRAMMA W/o JAVARAIAH, 
R/o 808 Ch-3, 9th Cross, Ashokapuram, Near Slik Factory 
Circle, Mysore, Karnataka-570008, have changed my name 
and shall hereafter be known as DHANALAKSHMI. 


It is certified that I have complied with other legal 
requirements in this connection. 


GOWRAMMA 
[Signature (in existing old name)] 


I, SANGRAM SINGH S/o HAR PRASAD SINGH, 
R/o Piwari, Marehara, Aliganj, Etah, Uttar Pradesh-20740], 
have changed the name of my minor daughter SONIYA 
SINGH aged about I3 years and She shall hereafter be 
known as NANCY SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANGRAM SINGH 
[Signature of Guardian] 


I hitherto known as KHAZANI DEVI W/o BALWANT 
SINGH, R/o Dera Deban Wale, Fatehpur, Tehsil Fatehpur- 
Pundri, Distt Kaithal, Haryana-l36042, have changed my 
name and shall hereafter be known as SHANTI DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHAZANI DEVI 
[Thumb Impression] 
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I hitherto known as SABIRA wife of ANIS AHMAD, 
residing at 79-C, Shakti Nagar, Near Peerbagh Masjid Indira 
Nagar, Lucknow-22606. (Uttar Pradesh), have change my 
name and shall hereafter be known as SABIRA ANIS. 


It is certified that I have complied with other legal 
requirements in this connection. 


SABIRA 
[Signature (in existing old name)] 


T hitherto known as SHAIK PEDDA SAIDA S/o SHAIK 
MAHABOOB, R/o II-259--l-l, Ward No. 4, Islampeta, 
Podlli, Prakasam, Andhra Pradesh-523240, have changed my 
name and shall hereafter be known as SHAIK SAIDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHAIK PEDDA SAIDA 
[Signature (in existing old name)] 


Thitherto known as DEVEEDAS UIKEY S/o SADHURAM 
UIKEY, R/o Seetadhana, Dhamangaon, Betul, Madhya 
Pradesh-460220, have changed my name and shall hereafter 
be known as DEVIDAS. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVEEDAS UIKEY 
[Signature (in existing old name)] 


I hitherto known as SAYAN RAY S/o KALLOL RAY, 
R/o AF-2, Shivam Appt, Flat- A, 4th Floor Jyangra, 
Raghunathpur Rajarhat Gopalpur (M), Desh Bandhu Nagar 
North 24 Parganas West Bengal-700059, have changed my 
name and shall hereafter be known as SEYAN RAY. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAYAN RAY 
[Signature (in existing old name)] 


T hitherto known as RAMANJOT W/o MANI CHOUHAN, 
R/o Rurka Khurd, Phillaur, Jalandhar, Punjab-!44409, have 
changed my name and shall hereafter be known as RAMAN 
JOT. 

It is certified that I have complied with other legal 


requirements in this connection. 


RAMANJOT 
[Signature (in existing old name)] 


I hitherto known as SNEHA D/o SANDEEP KUMAR, 
R/o Cottage Mehtab Ganj Road, Fazilka, Punjab-5223, have 
changed my name and shall hereafter be known as SNEHA 
KAPOOR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SNEHA 
[Signature (in existing old name)] 


T hitherto known as ARYAN S/o VIJAY KUMAR, R/o 29, 
Near Bhatia Chakki, Vishal Nagar, Yamuna Nagar, Haryana- 
3500l, have changed my name and shall hereafter be known 
as ARYAN MEHRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARYAN 
[Signature (in existing old name)] 


I hereto known as SATYAD ALI Son of MD. KUDDUS, 
resident at Village-Abgilla, P.O.- Sahar, P.S.- Sahar, District- 
Bhojpur, State- Bihar, Pin- 802208, have change the name of 
my minor son SAHEED ANVAR aged about 4 years and he 
shall hereafter be known as MD SAEED. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATYAD ALI 
[Signature of Guardian] 


I hitherto known as ANUSHA HARIDAS PADIGELA 
D/o HARIDAS VENKATESH PADIGELA, R/o Room No. 90, 
Nutan Nagar, Bharat Mata Galli, S.V. Road, Opp. Daulat 
Nagar, VTC: Borivali East, Mumbai (MH)-400066, have 
changed my name and shall hereafter be known as SRIVIDYA 
HARIDAS PADIGELA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANUSHA HARIDAS PADIGELA 
[Signature (in existing old name)] 


I hitherto known as SURINDER KUMAR son of Shri 
CHANAN RAM, residing at Village Baddowal, P.O. Jaijon 
Doaba, Hoshiarpur, Punjab-!44530, have changed my name 
and shall hereafter be known as SURRENDER KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURINDER KUMAR 
[Signature (in existing old name)] 
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I hitherto known as ASUTKAR UTKARSH DILIP 
S/o DILIP WASUDEO ASUTKAR, R/o Quarter No-E-223/3, 
CSTPS Colony, Urjanagar, Chandrapur, Maharashtra-442404, 
have changed my name and shall hereafter be known as 
UTKARSH DILIP ASUTKAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASUTKAR UTKARSH DILIP 
[Signature (in existing old name)] 


I hitherto known as GURDAY KOUR GILL W/o BEANT 
SINGH, R/o Maddo Ke, Moga, Dhudike, Punjab-l42053, 
have changed my name and shall hereafter be known as 
GURDIAL KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURDAY KOUR GILL 
[Thumb Impression] 


I, MAHESH KUMAR S/o HARICHANDRA MAHTO, 
residing at punaura east ward 05, VTC: Punaura, PO: Punaura, 
Sub District: Dumra, District: Sitamarhi, State: Bihar, PIN 
Code: 843302, have changed the name of my minor son 
SHAHIL KUMAR, aged |4 years and he shall hereafter be 
known as KUNDAN KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHESH KUMAR 
[Signature of Guardian] 


I hitherto known as VARSHA TIWARI alias 
VARSHAKUMARI ARVIND TIWARI W/o Arvind Tiwari 
R/o C-302, Sharan Residency, New C G Road, Chandkheda, 
Ahmedabad, Gujrat, 382424 . have changed my name and 
shall hereafter be known as VARSHAKUMARI TIWARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


VARSHA TIWARI alias VARSHAKUMARI ARVIND 
TIWARI 
[Signature (in existing old name)] 


I, KARTHIK KUMAR MUNIYASAMY 
S/o MUNIYASAMY, residing at 8/250 South Street North 
Kuruvikulam Kuruvikulam Tenkasi Tamil Nadu 627754, have 
changed the name of my minor son K ADITHYA, aged 
l year and he shall hereafter be known as K HARSITH 
KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KARTHIK KUMAR MUNIYASAMY 
[Signature of Guardian] 


I hitherto known as RAVINA D/o MANGAL DASS, 
R/o H.No. 429, Bhargo Nagar, Jalandhar Punjab - 44003, 
have changed my name and shall hereafter be known as 
RAVINA BHAGAT. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVINA 
[Signature (in existing old name)] 


I hitherto known as NARESH OBEROI S/o BANSI LAL 
OBEROI, R/o 77, Jaipur House, Agra, Uttar Pradesh- 282002, 
have changed my name and shall hereafter be known as 
NARESH KUMAR OBEROI. 


It is certified that I have complied with other legal 
requirements in this connection. 


NARESH OBEROI 
[Signature (in existing old name)] 


T hitherto known as ANIL THAPA S/o DEEPAK KUMAR 
THAPA, residing at Vill-Jalahar, Pathankot, Dhar Khurd, 
Gurdaspur, Punjab-!4500, have changed my name and shall 
hereafter be known as NEEL GURUNG.. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIL THAPA 
[Signature (in existing old name)] 


I hitherto known as SAPNA D/o RATTAN 
W/o SUDAMA, R/o RZ-67/2, Nala Par Basti, East Sagarpur, 
South West Delhi-!0046, have changed my name and shall 
hereafterbe known as KAMLESH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAPNA 
[Signature (in existing old name)] 


Thitherto known as SUMAN SAINI D/o RASAL CHAND 
and wife of VARINDER KUMAR, R/o Vill. New Shalla 
(Chawa) Po. Tibri, Tehsil- Dinanagar, Distt- Gurdaspur, Punjab, 
43530, have changed my name and shall hereafter be known 
as SUSHMA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUMAN SAINI 
[Signature (in existing old name)] 
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I hitherto known as VIR KAUR W/o RAKHWANT 
SINGH, R/o Village Lakhuwal, Tehsil Ajnala, Distt Amritsar, 
Punjab, have changed my name and shall hereafter be known 
as BALBIR KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIR KAUR 
[Signature (in existing old name)] 


I hitherto known as TEK CHAND MITTAL 
S/o MOHAN LAL, R/o H.No. 77, Ward No. Il, Ram Nagar 
Colony, Om Prakash Mehta Wali Gali, Mandi Dabwali, Distt 
Sirsa, Haryana-!25l04, have changed my name and shall 
hereafter be known as TEK CHAND. 


It is certified that I have complied with other legal 
requirements in this connection. 

TEK CHAND MITTAL 

[Signature (in existing old name)] 


I hitherto known as BALWINDER KAUR 
W/o JOGINDER SINGH, R/o Village Bains Awan, Po Miani, 
Teh. Dasuya, Hoshiarpur, Punjab Pin-!44202, have changed 
my name and shall hereafter be known as KAUR 
BALWINDER. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALWINDER KAUR 
[Thumb Impression | 


I hitherto known as BINDERPAL KAUR alias JASVIR 
KAUR GILL W/o RACHHPAL SINGH GILL, R/o VPO Rauli, 
PS Mehna, Distt Moga, Punjab Pin-!4200], have changed 
my name and shall hereafter be known as JASVIR KAUR 
GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


BINDERPAL KAUR alias JASVIR KAUR GILL 
[Signature (in existing old name)] 


I, PREM KUMAR S/o RAJAGEMBIRAM, R/o 3 7th Street 
Extention Netajinetaji Nagar Thirumullaivoyal Vellanur 
Vellanur Ambattur Tiruvallur Tamil Nadu 600062, have 
changed the name of my minor daughter NANCY P 
PHEODORA ABBYGAIL, aged 5 years and she shall 
hereafter be known as PTHEODORA ABBYGAIL. 


It is certified that I have complied with other legal 
requirements in this connection. 


PREM KUMAR 
[Signature of Guardian] 


T hitherto known as DALER SINGH S/o SUCHA SINGH, 
R/o VPO. Hoshiarpur Kalota, Teh. Mukerian, Hoshiarpur, 
Punjab, Pin-442, have changed my name and shall hereafter 
be known as SINGH DALER. 


It is certified that I have complied with other legal 
requirements in this connection. 


DALER SINGH 
[Signature (in existing old name)] 


I hitherto known as DUKHANTI SINGH YADAV alias 
SATYA PRAKASH YADAV S/o VISHWANATH YADAV, 
R/o Chakmariyam Urf Samnapur, Chakmariyam Urf 
Samnapurya Yadabv, Pithapur, Jakhanian, Ghazipur, Uttar 
Pradesh-23300I, have changed my name and shall hereafter 
be known as SATYA PRAKASH YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


DUKHANTI SINGH YADAV 
alias SATYA PRAKASH YADAV 
[Signature (in existing old name)] 


I hitherto known as KALPANA S D alias KALPANA 
RAMESH D/o DANEGOWDA W/o RAMESH BN, R/o I5] 
Sathnur Bangalore Karnataka 56249, have changed my name 
and shall hereafter be known as KALPANA RAMESH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KALPANA S D alias KALPANA RAMESH 
[Signature (in existing old name)] 


I hitherto known as SANJANA SATHI BAHADUR 
D/o SATHI BAHADUR, R/o No. 23 Arunachalam 3rd Street 
Shenoy Nagar Shenoy Nagar PO Shenoy Nagar Dist Chennai 
Tamil Nadu 600030, have changed my name and shall 
hereafter be known as SANJANA THAPA NANAVATI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJANA SATHI BAHADUR 
[Signature (in existing old name)] 


I hitherto known as SAHIL S/o SURESH KUMAR, 
R/o Village Tehi, PO Harnaul, Tehsil Jagadhri, Distt 
Yamunanagar, Haryana, have changed my name and shall 
hereafter be known as SAHIL SAINI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL 
[Signature (in existing old name)] 
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T hitherto known as SHINDER PAL S/o BEHARI LAL, 
R/o Ward Number 02, Mudki, District Ferozepur, Punjab- 
42060, have changed my name and shall hereafter be known 
as CHHINDER PAL MANCHANDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHINDER PAL 
[Signature (in existing old name)] 


T hitherto known as SANTOSH RANI W/o CHHINDER 
PAL MANCHANDA, R/o Ward Number 02, Mudki, District 
Ferozepur, Punjab-!42060, have changed my name and shall 
hereafter be known as SANTOSH KUMARI 
MANCHANDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANTOSH RANI 
[Signature (in existing old name)] 


I hitherto known as REEJH KAUR W/o MAHINDER 
SINGH, R/o Village Kaheru, Distt Sangrur, Punjab, 48024, 
have changed my name and shall hereafter be known as 
HARJINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


REEJH KAUR 
[Signature (in existing old name)] 


I hitherto known as SUNDEEP KUMAR S/o DHARM 
PAL, R/o House No.|, Shikar Pur, Daulat Pur, Daulatpur, 
South West Delhi, Delhi - !0043, have changed my name 
and shall hereafter be known as SUNDEIP KUMR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNDEEP KUMAR 
[Signature (in existing old name)] 


T hitherto known as SUKHU VISHKARMA alias SUKHU 
VISHWAKARMA alias SUKKU VISHVAKARMA alias 
SUKKHU VISHWKARMA S/o TILLO, R/o D-252, Harijan 
Camp, Chuna Bhatti, Kirti Nagar, New Delhi-!005, have 
changed my name and shall hereafter be known as SUKKHU 
VISHWAKARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUKHU VISHKARMA alias SUKHU VISHWAKARMA 
alias SUKKU VISHVAKARMA 

alias SUKKHU VISHWKARMA 

[Signature (in existing old name)] 


I hitherto known as PINTO RAO S/o RAMESH RAO, 
R/o Ward No. 3, Teh Kapasan, Tamawo Ka Kheda, Tarmawon 
Ka Khera, Chittorgarh, Rajasthan-3220, have changed my 
name and shall hereafter be known as SUSHANT RAO. 


It is certified that I have complied with other legal 
requirements in this connection. 


PINTO RAO 
[Signature (in existing old name)] 


T hitherto known as KARAMJIT KAUR DHALIWAL wife 
of KULDEEP SINGH, R/o Village Jhatra, Ferozepur, Punjab, 
India (52028), have changed my name and shall hereafter 
be known as KARAMJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KARAMJIT KAUR DHALIWAL 
[Signature (in existing old name)] 


T hitherto known as SANDEEP SINGH GILL S/o PIARA 
SINGH, R/o Theke Wali Gali Data Patti Gholia Kalan District 
Moga Punjab-l42056, have changed my name and shall 
hereafter be known as SANDEEP SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANDEEP SINGH GILL 
[Signature (in existing old name)] 


T hitherto known as ANIL KUMAR AHLUWALIA alias 
ANIL KUMAR alias ANIL AHLUWALIA S/o SAT 
PARKASH AHLUWALIA, R/o H. No. 264, Mohalla Khalro 
Wala, Fatehpur, Kaithal, Haryana-|36042, have changed my 
name and shall hereafter be known as ANIL KUMAR 
AHLUWALIA 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIL KUMAR AHLUWALIA alias ANIL KUMAR 
alias ANIL AHLUWALIA 
[Signature (in existing old name)] 


I hitherto known as PURNIMA GUPTA W/o GAURAV 
JAIN, R/o Som Sons Colony, Malerkotla, District Malerkotla 
Punjab-48023, have changed my name and shall hereafter 
be known as ISHA JAIN. 


It is certified that I have complied with other legal 
requirements in this connection. 


PURNIMA GUPTA 
[Signature (in existing old name)] 
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I, JAGJEET SINGH S/o SUKHJINDER SINGH, R/o House 
No. 822/27/35, Street No. ll/5, Kabir Nagar, Daba Main 
Road, Millerganj, Ludhiana, District Ludhiana, Punjab- 
4003, India, have changed the name of my minor son 
KARANVEER SINGH, aged |4 years and he shall hereafter 
be known as KARANBIR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


JAGJEET SINGH 
[Signature of Guradian] 


I, RAJAPPA D B S/o BILTYAPPA, R/o No. 3 Eshwara 
Temple Road, Kachohalli Dasanapura Hobli Near Govt School 
Lakshmipura, Bengaluru, Karnataka-56223, have changed 
the name of my minor daughter DEEPTHI R aged 07 years 
and she shall thereafter be known as ANVI R. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJAPPA DB 
[Signature] 
I hitherto known as KUMARI ARPANA 


W/o Dr. JOGINDER SINGH CHAUHAN, R/o Village Kashak, 
PO Telar, Tehsil Nerwa, District Shimla, Himachal Pradesh- 
720, have changed my name and shall hereafter be known 
as ARPANA CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


KUMARI ARPANA 
[Signature (in existing old name)] 


I hitherto known as RANDEEP SINGH S/o SATPAL SINGH 
employed as BRIGADIER in Indian Army, R/o H.No-520A, 
PP Puram, Industrial Area, Ambala Cantt, Haryana-300], 
have changed my name and shall hereafter be known as 
RANDEEP SINGH CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANDEEP SINGH 
[Signature (in existing old name)] 


T hitherto known as JOGINDER SINGH S/o Sh. MATBAR 
SINGH employed as Chief Technical Officer in ICFRE- 
Himalayan forest research institute, Shimla, Himachal 
Pradesh, R/o Village Kashak, PO Telar, Tehsil Nerwa, District 
Shimla, Himachal Pradesh-!720, have changed my name 
and shall hereafter be known as JOGINDER SINGH 
CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


JOGINDER SINGH 
[Signature (in existing old name)] 


T hitherto known as KALA DEVI W/o DHARAM SINGH, 
R/o Village- Alipura, Post Office- Bapa, District- Yamuna 
Nagar, Haryana-!3500l, have changed my name and shall 
hereafter be known as MAMTA KUMARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KALA DEVI 
[Signature (in existing old name)] 


I, NANDINI SHARMA W/o DEEPESH LUTHRA, 
R/o H.No.259, Popular House Near Govt. College Hoshiarpur, 
Punjab-4600I, have changed the name of my minor daughter 
BANI aged |2 Years and she shall hereafter be known as 
BANI SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


NANDINI SHARMA 
[Signature of Guardian] 


I hitherto known as SADDAM S/o SALIM KHAN, 
R/o R-33, Adarsh Colony, Faridabad, Haryana-!200, have 
changed my name and shall hereafter be known as SADDAM 
KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


SADDAM 
[Signature (in existing old name)] 


I, MEENAL CHETAN KUDALKAR W/o CHETAN 
DINKAR KUDALKAR, R/o D-60 6th Floor, Purva Sunshine 
Apt, Sarjapur Main Road, Kaikondrahalli, Bengaluru, 
Karnataka-560035, have changed the name of my minor 
daughter ADITI CHETAN KUDALKAR aged 2 years and 
she shall thereafter be known as ADITIE CHETAN 
KUDALKAR 


It is certified that I have complied with other legal 
requirements in this connection. 


MEENAL CHETAN KUDALKAR 
[Signature of Guradian] 


T hitherto known as JITENDRA SHARMA S/o RAMESH 
CHAND SHARMA, R/o 04/l2, Sec-l0, Pratap Nagar, 
Sanganer, Jaipur, Rajasthan-302033, have changed my name 
and shall hereafter be known as JITENDRA KUMAR 
SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


JITENDRA SHARMA 
[Signature (in existing old name)] 
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I hitherto known as AVTAR SINGH ARNEJA 
S/o SAMPURAN SINGH, R/o VPO-Jalalabad East Teh 
Dharamkot, Moga, Punjab-!42042, have changed my name 
and shall hereafter be known as AVTAR SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


AVTAR SINGH ARNEJA 
[Signature (in existing old name)] 


I hitherto known as RAJNESH RANI W/o RAJINDER 
KUMAR, R/o Village And Post Office- Jathlana, Tehsil- 
Radaur, District- Yamuna Nagar, Haryana-3533, have 
changed my name and shall hereafter be known as RAJNI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJNESH RANI 
[Signature (in existing old name)] 


I, BHARATH BHUSHAN.B son of BEERAPPA, residing 
at 39, Kambipura Hobli, Bengaluru South, Kumbalagodu, 
Bengaluru-560060, Karnataka, India, have changed the name 
of my minor daughter UPEKSHA 3, aged | years |! months 
and she shall hereafter be known as AVANI B. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHARATH BHUSHAN.B 
[Signature of Guardian] 


I hitherto known as CHETNA SINGH alias CHARU 
D/o SANJAY, R/o H.No. 229/I, Near Fire Station, Dayanand 
Colony, Gurgaon, Haryana-l2200l, have changed my name 
and shall hereafter be known as CHARU. 

It is certified that I have complied with other legal 
requirements in this connection. 

CHETNA SINGH alias CHARU 
[Signature (in existing old name)] 


I hitherto known as RAKESH NARULA S/o DARSHAN 
LAL, R/o Dhillon Basti, Ward No. 5, Talwandi Bhai, Tehsil 
& Distt Ferozepur, Punjab, have changed my name and shall 
hereafter be known as RAKESH KUMAR. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAKESH NARULA 
[Signature (in existing old name)] 


I hitherto known as KUMAR ANOOP S/o Late BHIM 
SAIN, R/o House Number 598/8, Sethi Chowk, Near Lal 
Masjid, Balmiki Basti, Panipat, Haryana-!3203, have changed 
my name and shall hereafter be known as ANOOP. 

It is certified that I have complied with other legal 
requirements in this connection. 

KUMAR ANOOP 
[Signature (in existing old name)] 


I hitherto known as DIPTI MEHANDIRATTA 
W/o MUKUL GANDHI, R/o H.No. 26 Gali No | W.No I5, 
Jodhamal Colony Dhangu Road, Pathankot, Punjab-!4500], 
have changed my name and shall hereafter be known as 
DIPTI GANDHI. 


It is certified that I have complied with other legal 
requirements in this connection. 

DIPTI MEHANDIRATTA 

[Signature (in existing old name)] 


I hitherto known as PARUL W/o PUNEET KUMAR 
VERMA, R/o H.No. B-7/28, Dana Mandi Nawanshahr, 
Distt. SBS Nagar, Punjab-4454, have changed my name 
and shall hereafter be known as PARUL VERMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PARUL 
[Signature (in existing old name)] 


I hitherto known as LAXMI BINDA alias LAXMI TAILOR 
D/o RAMESH CHAND W/o RADHA KISHAN BINDA, 
residing at 22 Aadeshwar Nagar Near BR Birla school, 
VTC Jodhpur, PO: Nandanwan, District: Jodhpur, State 
Rajasthan-342008, have changed my name and shall hereafter 
be known as LAXMI BINDA. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAXMI BINDA alias LAXMI TAILOR 
[Signature (in existing old name)] 


I, SATYENDRA PRASAD YADAV S/o SHIONANDAN 
YADAV, residing at Raybhir ward No. 2, Tola khap, Raibhir, 
Madhepura, Bihar-85228, have changed the name of my 
minor son ANISH RAJ, aged I5 years and he shall hereafter 
be known as SUJAL KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATYENDRA PRASAD YADAV 
[Signature of Guardian] 


I hitherto known as RAJU alias MOHD SHAMIM 
S/o MD MUSTKEEM, R/o P-3-B, Deep Vihar, Vikas Nagar, 
Uttam Nagar, West Delhi, Delhi-!l0059, have changed my 
name and shall hereafter be known as MOHD SHAMIM. I 
have changed my name only, not my religion. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJU alias MOHD SHAMIM 
[Signature (in existing old name)] 
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T hitherto known as ALKA KUMARI W/o RAVI KUMAR, 
residing at Ward No. 4 New Abadi, Dhariwal, Gurdaspur, 
Punjab-!4359, have changed my name and shall hereafter 
be known as ALKA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ALKA KUMARI 
[Signature (in existing old name)] 


Thitherto known as GURWINDER KAUR D/o GURDIAL 
SINGH W/o PARAMJIT SINGH, R/o Mona Kalan, 
Hoshiarpur, Punjab-!4600l, have changed my name and 
shall hereafter be known as HARBANS KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURWINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as JASWINDER KAUR D/o PIARA 
SINGH W/o BALWINDER SINGH, R/o Phadma, PO Tanuli, 
Hoshiarpur, Punjab-!4600l, have changed my name and 
shall hereafter be known as SATWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


JASWINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as BHANI BHATIA S/o HARBANS 
SINGH, R/o 87, Vikas Vihar, Ambala City, Haryana-!34003, 
have changed my name and shall hereafter be known as 
BHUPINDER SINGH BHATIA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHANI BHATIA 
[Signature (in existing old name)] 


I hitherto known as SHREYA GUPTA D/o SUSHIL 
KUMAR GUPTA, residing at Banthra Bazar, Kanpur road, 
Banthra Sikander Pur, PO Banthra, Distt. Lucknow, Uttar 
Pradesh-2270I, have changed my name and shall hereafter 
be known as ANJEL GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHREYA GUPTA 
[Signature (in existing old name)] 


I hitherto known as MAHA LAKSHMI MAHESH alias 
MAHA LAKSHMI alias KALARANI D/o WHITE 
W/o MAHESH, residing at l/250 Krishna Nagar 
Nadunalumoolakinaru Mela Tiruchendur Paramankurichi 
Nadunallumoolaikinar Thoothukkudi Tiruchendur Tamil 
Nadu-62823, have changed my name and shall hereafter be 
known as KALARANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHA LAKSHMI MAHESH alias 
MAHA LAKSHM alias 
KALARANI 

[Signature (in existing old name)] 


I hitherto known as DIVYANSHU GANGOTRA 
S/o RISHI RAJ GANGOTRA, R/o H.No. 602, Gali No. 23, 
Nawan Kot, Distt. Amritsar, Punjab, have changed my name 
and shall hereafter be known as ROZER. 


It is certified that I have complied with other legal 
requirements in this connection. 


DIVYANSHU GANGOTRA 
[Signature (in existing old name)] 


I hitherto known as HARPREET KAUR D/o BISHAN 
SINGH W/o SITAL SINGH, R/o Village Ahrana Khurd, Post 
Office Ahrana Kalan, Hoshiarpur, Punjab-!4600, have 
changed my name and shall hereafter be known as HARPAL 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 

HARPREET KAUR 

[Signature (in existing old name)] 


I, MAHES KUMAR MOHAPATRA 
S/o MANORANJAN MOHANPATRA, R/o Hemkapada 
Gurukrupa Complex, Baleshwar Sadar, Sunhat, 
Odisha-756002, have changed the name of my minor son 
SAI UJJWAL MOHAPATRA aged about 9 years and he 
shall hereafter be known as DAVID SAMUEL MOHAPATRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHES KUMAR MOHAPATRA 
[Signature of Guardian] 


I hitherto known as BHUPINDER KAUR W/o HARJEET 
SINGH BAJAJ, R/o H.No. 56/65, New Vijay Nagar, Distt. 
Jalandhar-!4400, Punjab have changed my name and shall 
hereafter be known as BHUPINDER BAJAJ. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHUPINDER KAUR 
[Signature (in existing old name)] 
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I hitherto known as SHYAM TALREJA alias S TALREJA 
S/o NARAYAN DAS, residing at Flat 403 Jb Sunshine Near 
Suman Vatika Krishna Nagar VTC Manasnagar 
PO Manasnagar Sub District Bakshi Ka Talab District 
Lucknow State Uttar Pradesh-226023, have changed my name 
and shall hereafter be known as SHYAM TALREJA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHYAM TALREJA alias S TALREJA 
[Signature (in existing old name)] 


I hitherto known as ANATH KR PAUL alias ANATH 
KUMAR PAUL alias ASHUTOSH KUMAR PAUL 
S/o Late ANANDA KUMAR PAUL, R/o Ward No. 7, House 
No. 434, Madhupur, Madhupur (RV) PO Diglipur Distt. North 
and Middle Andaman Andaman and Nicobar Islands-744202, 
have changed my name and shall hereafter be known as 
ASHUTOSH KUMAR PAUL. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANATH KR PAUL alias ANATH KUMAR PAUL 
alias ASHUTOSH KUMAR PAUL 
[Signature (in existing old name)] 


I hitherto known as SUBHASREE MONDAL 
S/o MENOKA MONDAL, RO Kirtankhola, PO Bakhrahat, 
PS Bishnupur, Distt. South Twenty Four Parganas, West 
Bengal-743377, have changed my name and shall hereafter 
be known as SUBHA MONDAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUBHASREE MONDAL 
[Signature (in existing old name)] 


I hitherto known as GURMEET KAUR W/o KARNAIL 
SINGH, residing at Village Gharama Khurd, Po Kheri Gurna, 
Tehsil Rajpura, District Patiala, Punjab-!4040I, have changed 
my name and shall hereafter be known as GURJIT KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURMEET KAUR 
[Signature (in existing old name)] 


I hitherto known as DINESH S/o SATYAWAN, residing 
at House No-647, Ghikara Road, Near Tejab Factory, Ward 
No. 2, Teh. Charkhi Dadri, Haryana-|27306, have changed 
my name and shall hereafter be known as DINESH KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


DINESH 
[Signature (in existing old name)] 


Thitherto known as SURINDER KAUR W/o JORA SINGH, 
residing at Village Jalalgarh Tehsil Amargarh, District 
Malerkotla, Punjab-!48022, have changed my name and shall 
hereafter be known as SURINDERPAL KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURINDER KAUR 
[Signature (in existing old name)] 


T hitherto known as NEERU DUA alias NEELAM CHUGH 
W/o VIKAS DUA, residing at H.No. 68, Sector-6-A, 
Faridabad, Haryana-!2!002, have changed my name and 
shall hereafter be known as NEERU DUA. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEERU DUA alias 
NEELAM CHUGH 
[Signature (in existing old name)] 


I hitherto known as MANWINDER SINGH BRAR 
S/o JAGTAR SINGH, residing at Village Deep Singh Wala, 
District Faridkot, Punjab-!52!2, have changed my name 
and shall hereafter be known as MANWINDER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANWINDER SINGH BRAR 
[Signature (in existing old name)] 


I hitherto known as SUNITA KUMARI W/o ASHOK 
KUMAR, residing at Village Kamore, Tehsil & PO Ramgarh, 
District Samba, Jammu and Kashmir-|84], have changed 
my name and shall hereafter be known as SUNITA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUNITA KUMARI 
[Signature (in existing old name)] 


T hitherto known as BIRJU RAM S/o HANUMAN RAM, 
residing at village Shiv Tah Nawa Shiv Nagaur Rajasthan- 
3459, have changed my name and _ shall hereafter be 
known as B R RULANIYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIRJU RAM 
[Signature (in existing old name)] 
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I hitherto known as SIDDIPOGULA BAZARAPPA 
S/o SIDDIPOGULA NAGARAJU, R/o H. No. I/I55, 
SC Colony, Parlapalle Village, Yemmiganur Mandalam, Kurnool 
(A.P.)-58360, have changed my name and shall hereafter be 
known as SIDDIPOGULA VIJAY KANNA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIDDIPOGULA BAZARAPPA 
[Signature (in existing old name)] 


I hitherto known as YADAV RUDRADITYA HARINATH 
alias RUDRADITEYA HARINATH YADAV S/o HARINATH 
INDRASAN YADAY, residing at 4 Ramlakhan Yadav Chawl 
Janta Market Subhas Road Near Aashirwad Hospital 
Bhandup Bhandup West SO Mumbai Maharashtra-400078, 
have changed my name and shall hereafter be known as 
RUDRADITYA HARINATH YADAV. 


It is certified that I have complied with other legal 
requirements in this connection. 


YADAV RUDRADITYA HARINATH alias 
RUDRADITEYA HARINATH YADAV 
[Signature (in existing old name)] 


I, PREETI JEETENDRA KULKARNI W/o JEETENDRA 
VASANT KULKARNI, residing at Villa I] Phase 2 Krishna 
Kuteer 5th Cross Hoodi Behind Om Shakti Temple Bangalore 
North Hoodi Bangalore North Bangalore Karnataka-560048, 
have changed the name of my minor son SANSKAAR 
RAJA JEETEN alias SANSKAAR RAJA JEETENDRA 
KULKARNI alias SANSKAAR KULKARNI aged 7 years, 
and he shall hereafter be known as SANSKAAR 
JEETENDRA KULKARNI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PREETI JEETENDRA KULKARNI 
[Signature of Guardian] 


T hitherto known as RAVEENA K P D/o RAGHURAM, 
residing at 8/33 C, 3rd Shanthi Nagar Adambakkam 
Adambakkam Kancheepuram Tamil Nadu-600088, have 
changed my name and shall hereafter be known as RUDHRA 
RAVEENA KP. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVEENA K P 
[Signature (in existing old name)] 


I hitherto known as PRATIMA DEVI D/o UTTAM 
CHAND MEHTA W/o NAWAL KISHORE, R/o Nakhas Pind, 
P.O Begampur, Patna City, Patna, Bihar- 800009, have 
changed my name and shall hereafter be known as 
PRATIBHA DEVI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRATIMA DEVI 
[Signature (in existing old name)] 


I hitherto known as ABHAY KUMAR S/o RAJINDER 
KUMAR, residing at H No. 32 Sector 5 Channi Himmat 
Jammu Jammu and Kashmir-!8005, have changed my name 
and shall hereafter be known as ABHAY GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABHAY KUMAR 
[Signature (in existing old name)] 


I hitherto known as LALBHAI KOL S/o CHHEDILAL 
KOL, residing at gram bachhara, VTC Bachhara, PO 
Amarpatan, Sub District Amarpatan, District Satna, State 
Madhya Pradesh, Pin Code-485775, have changed my name 
and shall hereafter be known as ADITYA KOL. 


It is certified that I have complied with other legal 
requirements in this connection. 


LALBHAI KOL 
[Signature (in existing old name)] 


T hitherto known as BABY THAKUR W/o RAM KISHOR 
THAKUR, R/o Sariatpuri Awas, Road No. 4, Ward No. 26, 
Azad Nagar, Near Dr. D Nath, Motihari, East Champaran- 
84540, have changed my name and shall hereafter be known 
as ANAMIKA THAKUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BABY THAKUR 
[Signature (in existing old name)] 


I hitherto known as MAHRAJ KRISHEN son of 
Late Sh. DINA NATH GANJOO, employed as Senior Audit 
Officer in the Office of the Principal Accountant General 
(Audit), UT- Jammu & Kashmir, Jammu residing at H.No. 38, 
Aman Vihar Phase-II, Gole Gujral Talab Tiloo, Jammu, have 
changed my name and shall hereafter be known as 
MAHARAJ KRISHEN GANJOO. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHRAJ KRISHEN 
[Signature (in existing old name)] 
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T hitherto known as SIRAJUDHEEN NELLUR AHAMED 
KUTTY S/o AHAMED KUTTY NELLUR, R/o Crescent Villa, 
Parappur North, Parappur, Malappuram, Kerala-676304, have 
changed my name and shall hereafter be known as 
SIRAJUDHEEN NALLUR . 


It is certified that I have complied with other legal 
requirements in this connection. 


SIRAJUDHEEN NELLUR AHAMED KUTTY 
[Signature (in existing old name)] 


I hitherto known as EBIN.S alias EBIN NAINAN.T 
S/o TAMILZHARASAN, R/o 30/2b, Suriyaa Nagar, 
Mettupalayam Road, Narasimhanaicken, Palayam, 
PO Narasimhanaickenpalayam, Coimbatore, Tamil Nadu- 
6403, have changed my name and shall hereafter be known 
as EBIN NAINAN.T. 


It is certified that I have complied with other legal 
requirements in this connection. 


EBIN.S alias EBIN NAINAN.T 
[Signature (in existing old name)] 


I, AMARJEET SINGH DHILLON S/o BALOUR SINGH 
DHILLON residing at Jaitu Road, Village Laleana, Kotkapura, 
District Faridkot, Punjab-l5204, India, have changed the 
name of my minor daughter GURJAZZ DHILLON, aged 
08 years and she shall hereafter be known as GURJAZZ 
KAUR DHILLON. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMARJEET SINGH DHILLON 


[Signature of Guardian] 


I hitherto known as PALWINDER KAUR W/o SWARN 
SINGH, residing at House No. 305, Street No. 3, 
Phase-2, Pakhowal Road, Shaheed Karnail Singh Nagar, 
Ludhiana, District Ludhiana, Punjab-!400l, India, have 
changed my name and shall hereafter be known as 
KULWINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


PALWINDER KAUR 
[Signature (in existing old name)] 


I hitherto known as ANUPREET S/o ANIL KUMAR 
SINHA, residing at Swapnil Behind Jhawar House Shastri 
Nagar Kanke Road Ranchi Jharkhand-834008, have changed 
my name and shall hereafter be known as ANUPREET SINHA. 


It is certified that I have complied with other legal 
requirements in this connection. 

ANUPREET 

[Signature (in existing old name)] 


I hitherto known as KRISHAN BAHADUR S/o DAL 
BAHADUR, residing at 3] Sigma City-2 Near Vishwakarma 
Mandir Lohgarh Zirakpur SAS Nagar (Mohali) 
Punjab-!40603, have changed my name and shall hereafter 
be known as KRISHAN ACHARYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHAN BAHADUR 
[Signature (in existing old name)] 


I hitherto known as JANNI KOKILA D/o JANNI 
HEMACHANDRA RAO, residing at |2-l-47 Relli Street 
Bapuji Nagar Kasibugga Srikakulam Andhra 
Pradesh-532222, have changed my name and shall hereafter 
be known as SNIGDHA CHOUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


JANNI KOKILA 
[Signature (in existing old name)] 


T hitherto known as ANKUSH S/o BHARAT BHUSHAN, 
residing at Post Office Bassi Daulat Khan Maruli Brahmanan 
Hoshiarpur Punjab-46, have changed my name and shall 
hereafter be known as ANKUSH SUNDHIR. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANKUSH 
[Signature (in existing old name)] 


I, METILDA D W/o JOHN ARULDOSS, residing at 
23 Ricemill Street Bungalow, Pannaivilai, P.O. Pannaivilai 
Distt. Thoothukkudi, Tamil Nadu-62875, have changed the 
name of my minor Daughter JADRILA VERLYNDA aged 
4 years, and she shall hereafter be known as ADRILA 
ZERLYNDA J. 


It is certified that I have complied with other legal 
requirements in this connection. 


METILDA D. 
[Signature of Guardian] 


I hitherto known as AADYA MITTAL D/o AMIT 
KUMAR MITTAL, residing at E-l/29, Sector-7, Rohini, 
Delhi-0085, have changed my name and shall hereafter be 
known as AADYA INDIRA. 


It is certified that I have complied with other legal 
requirements in this connection. 

AADYA MITTAL 

[Signature (in existing old name)] 
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I hither to know as SAANVI alias SHANVI D/o PANKAJ 
JYOTI, R/o Ward No.-9, East of Bhola Takies, Dharampur, 
Samastipur, Bihar-8480I, have changed my name and shall 
hereafter be known as SHANVI JYOTI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAANVI alias SHANVI 
[Signature (in existing old name)] 


I, ROHAN DENZIL ALEX S/o ALEXIER, residing at No. 
392, 2nd Main 5th Cross, Beml 7th Stage, Ist Phase, 
Mylasandra, Bengaluru, Karnataka-560059, have changed 
the name of my minor daughter MICHELLE ROHAN ALEX 
aged 8 years and she shall thereafter be known as MICHELLE 
ALEXIE ROHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROHAN DENZIL ALEX 
[Signature of Guardian] 


I, SUMIT SHARMA S/o LUXMI SHANKAR SHARMA, 
residing at 53, Ist Floor, Old Anarkali, Krishna Nagar, 
Delhi-!005l, have changed the name of my minor son 
PRITHVI aged |5 years and he shall thereafter be known as 
PRITHVIRAJ SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUMIT SHARMA 
[Signature of Guardian] 


I hitherto known as BUDHIPRAKASH GOCHAR 
S/o RAJRAM GURJAR, residing at V.T.C.: Papra, P.O.: 
Daulatpura, Sub District: Indragarh, District: Bundi, State: 
Rajasthan-32364, have changed my name and shall hereafter 
be known as BUDDHIPRAKASH GOCHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


BUDHIPRAKASH GOCHAR 
[Signature (in existing old name)] 


I hitherto known as MOHAMMAD NAEEEM 
S/o MD YASEEN, R/o F-46, 2nd Floor Muradi Road, Batla 
House Okhla, Jamia Nagar, New Delhi-!0025, have changed 
my name and shall hereafter be known as MD NAIM. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD NAEEEM 
[Signature (in existing old name)] 


I hitherto known as N. S. CHADHA S/O SANT SINGH 
CHADHA residing at Jl2/0, Rajouri Garden, New Delhi- 
0027, have changed my name and shall hereafter be known 
as NARINJAN SINGH CHADHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


N. S. CHADHA 
[Signature (in existing old name)] 


I hitherto known as CHANDAN KUMAR alias 
CHANDAN KUMAR MAHINDRU S/o PAWAN KUMAR 
MAHINDRU, R/o C-8/257 A, Lawrence Road, Keshav Puram, 
North West Delhi, Delhi-!0035 have changed my name and 
shall hereafter be known as CHANDAN KUMAR 
MAHINDRU. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHANDAN KUMAR alias CHANDAN KUMAR 
MAHINDRU 
[Signature (in existing old name)] 


I hitherto known as MEENA DEVI alias MEENA 
D/o LAL DHAR PRASAD W/o ASHOK KUMAR, R/o 84A, 
Block-BW, Shalimar Bagh, North West Delhi, Delhi-l0088, 
have changed my name and shall hereafter be known as 
MEENA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEENA DEVI alias MEENA 
[Signature (in existing old name)] 


I hitherto known as VISHAL KUMAR S/o KAPIL, 
R/o (-9/]26, Sultan Puri, New Delhi-|0086, have changed 
my name and shall hereafter be known as VISHAL 
CHAUHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


VISHAL KUMAR 
[Signature (in existing old name)] 


I hitherto known as SARTHAK S/O SANTOSH KUMAR 
R/O Quarter No-35, Sector-3/C, Post-Sector-3, Bokaro Steel 
City, Bokaro, Sector-III, Jharkhand-827003, have changed 
my name and shall hereafter be known as SARTHAK 
TRIPATHI. 

It is certified that I have complied with other legal 
requirements in this connection. 

SARTHAK 
[Signature (in existing old name)] 
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I hitherto known as ABHINABO SARKAR S/o ABHIJIT 
SARKAR, R/o Teen Kanya Apartment Block-B, Flat )२०-।.6, 
Gobindo Nibas Rajarhat Road, North 24 Parganas Kolkata- 
700059, have changed my name and shall hereafter be known 
as ABHINOBO SARKAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABHINABO SARKAR 
[Signature (in existing old name)] 


T hitherto known as DHANYA DAS D/o DAS ANTONY 
W/o SANDY CHRIS RAJ, R/o B-29, D.D.A. Flats, New 
Ranjit Nagar, Delhi-l!0008, have changed my name and 
shall hereafter be known as DHANYA CHRIS. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHANYA DAS 
[Signature (in existing old name)] 


I, hitherto known as RAJNISH KUMAR alias RAJNISH 
BHAGAT S/o NANAK CHAND R/o H.No.785, Urban Estate 
Phase-2, Jalandhar Punjab-!44022, have changed my name 
and shall hereafter be known as RAJNISH BHAGAT. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJNISH KUMAR alias RAJNISH BHAGAT 
[Signature (in existing old name)] 


I, ARJUN SOOD S/o RAM KISHAN, R/o H. No. 286, 3rd 
Floor, Chailpuri Kinari Bazar, Main Bazar Chandni Chowk, 
North Delhi, Delhi-!0006, have changed the name of my 
minor son SAATVIK SOOD aged |3 years and he shall 
hereafter be known as BHAVAY SOOD. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARJUN SOOD 
[Signature of Guardian] 


I, hitherto known as KAMLESH KUMARI VAID alias 
KAMLESH CHAMAN alias KAMLESH VAID CHAMAN 
D/o JAI SINGH VAID W/o CHAMAN LAL, R/o BG-6, 
Paschim Vihar, Near Water Tank Paschim Vihar S.O., West 
Delhi, Delhi-!!0063, have changed my name and shall 
hereafter be known as KAMLESH VAID CHAMAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAMLESH KUMARI VAID alias KAMLESH CHAMAN 
alias KAMLESH VAID CHAMAN 
[Signature (in existing old name)] 


I hitherto known as KRISHN KUMAR RAV alias 
KRISHNA KUMAR RAV BAUDDH S/o SH. MITTHU 
PRASAD RAV BAUDDH, R/o Munari, Kadipur, Varanasi, 
Uttar Pradesh-22l04, have changed my name and shall 
hereafter be known as DEEPANKAR BAUDDH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHN KUMAR RAV 
alias KRISHNA KUMAR RAV BAUDDH 
[Signature (in existing old name)] 


I hitherto known as KRISHNA WATI W/o RAM BHAJU 
BHARTI, R/o Add. B-226 Sanjay Colony, Okhla Phase-2, 
Okhla Industrial Area, Dist South Delhi-l0020, have changed 
my name and shall hereafter be known as ISHRAWATI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KRISHNA WATI 
[Thumb Impression] 


I, hitherto known as KHUSHBOO W/o DEVENDER 
KUMAR, R/o House No. 46/47, UG and |st Floor, I-block, 
Pocket-l, Sector-l6, Rohini, Rohini, Sector-6, P.O.: Rohini 
Sector-7, Dist: North West Delhi, Delhi-!0085, have changed 
my name and shall hereafter be known as KHUSHBOO 
SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHUSHBOO 
[Signature (in existing old name)] 


I hitherto known as DEEPA KUMARI W/o RAHUL 
TIWARI, R/o C-84, Ground Floor, Sector-23, Noida,U.P.- 
2030, have changed my name and shall hereafter be known 
as RADHIKA TIWARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPA KUMARI 
[Signature (in existing old name)] 


T hitherto known as CHOTOO S/o RAM BABU GUPTA, 
R/o Nagla Darvar, Aligarh, Gonda, Uttar Pradesh-20223, 
have changed my name and shall hereafter be known as 
KUSH GUPTA. 


It is certified that I have complied with other legal 
requirements in this connection. 

CHOTOO 

[Signature (in existing old name)] 
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I hitherto known as IQBAL SINGH BRAR S/o SADHU 
SINGH, R/o Village-Waloor, Walhoor, Tehsil & District- 
Ferozepur, Punjab-!52004, have changed my name and shall 
hereafter be known as IQBAL SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


IQBAL SINGH BRAR 
[Signature (in existing old name)] 


I hitherto known as PAVNEET S/o HARJINDER PAL, 
resident at Near Gurudwara Singh Sabha, Barsal, 
P.O. Jamsher, Distt. Jalandhar-!44020, Punjab, India, have 
changed my name and shall hereafter be known as PAVNEET 
GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


PAVNEET 
[Signature (in existing old name)] 


I hitherto known as SACHIN KUMAR SAH 
S/o JAGRNATH SAH, R/o Lalahata, Jamo, Siwan, Jamobazar, 
Bihar-8443, have changed my name and shall hereafter be 
known as ARYAN KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SACHIN KUMAR SAH 
[Signature (in existing old name)] 


T hitherto known as CHUANJI LAL S/o KISHORI LAL, 
resident at Village Danduwal Road, V.P.O. Pasla, Tehsil 
Phillaur, Distt. Jalandhar-!44037, Punjab, India, have 
changed my name and shall hereafter be known as 
CHURANSJI LAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHUANJI LAL 
[Signature (in existing old name)] 


T hitherto known as PRATEEK MODI alias PRATEIK R. 
MODI S/o RAMESH KUMAR MODI, residing at B-2/3, 
Model Town 2, Delhi-0009, have changed my name and 
shall hereafter be known as PRATICK MODI. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRATEEK MODI alias PRATEIK R. MODI 
[Signature (in existing old name)] 


I hitherto known as MOHAN CHAND alias MOHAN 
CHAND KANDPAL S/o BALA DUTT, R/o A-7/A, First 
Floor, Gali No-l, North Block, West Vinod Nagar, Vinod 
Nagar, North Block, Shakaur Pur Baramad, East Delhi, 
Delhi-!0092, have changed my name and shall hereafter be 
known as MOHAN CHAND KANDPAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAN CHAND alias MOHAN CHAND KANDPAL 
[Signature (in existing old name)] 


T hitherto known as BUNTI KUMAR S/o JAIPAL SINGH, 
Employed as Assistant Director Government Of India, 
R/o H.No-2I, Milak Vikas Nagar, Loni Ghaziabad, Loni Dehat, 
Ghaziabad, Uttar Pradesh-20!02, have changed my name 
and shall hereafter be known as KARANVEER SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BUNTI KUMAR 
[Signature (in existing old name)] 


I hitherto known as SATISH KUMAR alias SATISH 
KUMAR SAINI S/o DHIRDHAJ SINGH, R/o A-463, Durga 
Vihar, Deoli Extn., New Delhi, Delhi-!l0080, have changed 
my name and shall hereafter be known as SATISH KUMAR 
SAINI. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATISH KUMAR alias SATISH KUMAR SAINI 
[Signature (in existing old name)] 


I hitherto known as RANI W/o CHAMAN LAL, residing 
at Village Kabulpur, P.O. Jandu Singha, Distt. Jalandhar- 
44025, Punjab, India, have changed my name and shall 
hereafter be known as MAHINDER KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANI 
[Signature (in existing old name)] 


I, SURJIT KUMAR S/o JAIL RAM, R/o Mohalla Sheikhan 
Nurmahal, Tehsil-Phillaur, Distt-Jalandhar, Punjab-!44039, 
have changed the name of my minor daughter PANKITA 
aged 0 years and She shall hereafter be known as PANKITA 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURJIT KUMAR 
[Signature of Guardian] 
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I, SURJIT KUMAR S/o JAIL RAM, R/o Mohalla Sheikhan 
Nurmahal, Tehsil-Phillaur, Distt-Jalandhar, Punjab-!44039, 
have changed the name of my minor daughter YUVIKA 
aged |3 years and she shall hereafter be known as YUVIKA 
KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


SURJIT KUMAR 
[Signature of Guardian] 


I hitherto known as SUPARNA MALI W/o VARUN 
KUMAR BALA, R/o M-50! Logix Blossom County, Sector- 
37, Noida-20l305, have changed my name and shall 
hereafter be known as SUPARNA BALA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SUPARNA MALI 
[Signature (in existing old name)] 


I hitherto known as CHARVI D/o RAJESH KUMAR 
SAMML R/o House No.5I, Gali No.5 Arjun Nagar, Gurugram 
Haryana-!2200, have changed my name and shall hereafter 
be known as CHAARVI SAMMI. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHARVI 
[Signature (in existing old name)] 


I hitherto known as GURJEET KAUR W/o BALJIT 
SINGH, R/o H.No-830, Emporavment Trust Colony, Moga, 
Tehsil & Distt-Moga, Punjab-l4200l, have changed my name 
and shall hereafter be known as HARDEEP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURJEET KAUR 
[Signature (in existing old name)] 


I hitherto known as ROHAN KUMAR alias ROHAN 
SINGH S/o SHAMSHER SINGH, R/o Anwal (25), Rohtak 
Haryana-l244l, have changed my name and shall hereafter 
be known as ROHAN SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROHAN KUMAR alias ROHAN SINGH 
[Signature (in existing old name)] 


I hitherto known as SARABJEET SINGH JOSSAN 
S/o CHHINDER SINGH, R/o Village-Lohgarh, Tehsil & 
District-Ferozepur, Punjab-!42042, have changed my name 
and shall hereafter be known as SARABJEET SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SARABJEET SINGH JOSSAN 
[Signature (in existing old name)] 


I, RAMESH KUMAR S/o Sh. GANGA JAL, residing at 
69, Village Badopal, Tehsil and District Fatehabad-25048, 
Haryana-!25048, have changed the name of my minor son 
NISHANT aged 5 years and he shall hereafter be known 
as NISHANT KUMAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMESH KUMAR 
[Signature of Guardian] 


I hitherto known as MANPREET S/o PREM CHAND 
R/O V.P.O.-Mawai, Tehsil-Phillaur, District-Jalandhar, Punjab- 
44036, have changed my name and shall hereafter be known 
as MANPREET MANPREET. 


It is certified that I have complied with other legal 
requirements in this connection. 

MANPREET 

[Signature (in existing old name)] 


T hitherto known as GAZALA D/o MOHAMMAD ALT, 
R/o RZD-I], Pratap Garden, Uttam Nagar, New Delhi-!0059, 
have changed my name and shall hereafter be known as 
GAZALA ALI. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAZALA 
[Signature (in existing old name)] 


I hitherto known as GAUTAM PRAKASH SINGH S/o 
HARENDRA KUMAR SINGH, R/o Flat No. 70, Tower -I, 
Logix Blossom County Sector-!37, Noida-2030l, have 
changed my name and shall hereafter be known as 
GAUTAMM PRAKASH SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAUTAM PRAKASH SINGH 
[Signature (in existing old name)] 
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T hitherto known as RANVEER SINGH S/o GURSEWAK 
SINGH, resident at Village Sarhala, PO. Garhdiwala, Distt. 
Hoshiarpur-l44207, Punjab, India, have changed my name 
and shall hereafter be known as SINGH RANVEER. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANVEER SINGH 
[Signature (in existing old name)] 


I, hitherto known as CHHAVI D/o RAJESH KUMAR 
SAMMI, R/o House No.5Il, Gali No. 5 Arjun Nagar, 
Gurugram, Haryana |2200l, have changed my name and 
shall hereafter be known as CHHAVI SAMMI. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHHAVI 
[Signature (in existing old name)] 


I hitherto known as AMANDEEP KAUR UDAYAN 
W/o YADWINDER SINGH, R/o H.No-92, Vania Ka Mohalla, 
Distt-Faridkot, Punjab-!5203, have changed my name and 
shall hereafter be known as AMANDEEP KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMANDEEP KAUR UDAYAN 
[Signature (in existing old name)] 


I, hitherto known as PREMLATA D/o OM PRAKASH, 
R/o D-740, J.J Colony, Madi Pur Colony, Paschim Vihar, 
West Delhi, Delhi-!0063, have changed my name and shall 
hereafter be known as PRIYANKA MOLPARTYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PREMLATA 
[Signature (in existing old name)] 


I hitherto known as MUSKAAN daughter of SHALINI, 
residing at H-!83, Ground Floor, Karam Pura, PO. Ramesh 
Nagar, West Delhi, Delhi 005, have changed my name 
and shall hereafter be known as MUSKAAN SHALINI. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUSKAAN 
[Signature (in existing old name)] 


I hitherto known as SANDEEP S/o RAMAKANT, 
R/o E-22, Mange Ram Park Biudh Vihar Phase-2, Nithari 
Sultanpuri, C-Block North West Delhi-!0086, have changed 
my name and shall hereafter be known as SANJEEV. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANDEEP 
[Signature (in existing old name)] 


I hitherto known as TRANNUM KHAN 
D/o SHAHABUDDIN KHAN, W/o MOHD ARIF R/o B-9/ 
2 Joshi Colony I. P. Extension Shakarpur East Delhi-I0092, 
have changed my name and shall hereafter be known 
as TARANNUM KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


TRANNUM KHAN 
[Signature (in existing old name)] 


T hitherto known as KIRAN KUMAR S/o RAMKRISHAN, 
Resident of VPO 5 TK, Raisinghnagar, Sri Ganganagar, 
Rajasthan (India)-335039, have changed my name and shall 
hereafter be known as RAJKIRAN VISHNOI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KIRAN KUMAR 
[Signature (in existing old name)] 


I hitherto known as ADITYA RAJ S/o UMESH KUMAR 
KESHRI, R/o Plot No-82e, Gali No-7B, Munirka Kunj, 
Dindarpur Najafgarh, South West Delhi, Delhi-!0043, have 
changed my name and shall hereafter be known as ADITYA 
KESHRI. 


It is certified that I have complied with other legal 
requirements in this connection. 


ADITYA RAJ 
[Signature (in existing old name)] 


I hitherto known as AMANDEEP SINGH GILL alias 
BHASKAR GILL S/o DILBAGH SINGH GILL, R/o E-08/4, 
Room No-2, First Floor, Near Barat Ghar, Munirka Village, 
New Delhi-!0067, have changed my name and shall hereafter 
be known as BHASKAR GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMANDEEP SINGH GILL alias BHASKAR GILL 
[Signature (in existing old name)] 
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I, BINITA KUMARI W/o VINAY KUMAR SINGH 
R/o Qtr No-520, Ist floor, BLK-Z, Mall Road, Timarpur, North 
Delhi, Delhi-!0054, have changed the name of my minor 
daughter namely AKSHITA aged |4 years and she shall 
hereafter be known as AKSHITA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BINITA KUMARI 
[Signature of Guardian] 


I, NITESH MAHALWAL S/o Late ATTER SINGH, 
R/o House No-95 Village Madangir, South Delhi, New Delhi- 
0062, have changed the name of my minor daughter namely 
AMARIA MAHALWAL aged 03 years and she shall 
hereafter be known as ASAHRAVYA MAHALWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


NITESH MAHALWAL 
[Signature of Guardian] 


T hitherto known as KANWALDEEP SINGH GILL alias 
CHETAN GILL S/o DILBAGH SINGH GILL, R/o E-08/4, 
Room No-2, First Floor, Near Barat Ghar, Munirka Village, 
New Delhi-0067, have changed my name and shall hereafter 
be known as CHETAN GILL. 


It is certified that I have complied with other legal 
requirements in this connection. 


KANWALDEEP SINGH GILL alias CHETAN GILL 
[Signature (in existing old name)] 


I, CHARU CHAWLA W/o AMIT CHAWLA, R/o A-45, 
II-Floor, Gujranwala Town, Part-l Dr. Mukerjee Nagar, 
Delhi-!0009, have changed the name of my minor daughter 
KIMAYA CHAWLA aged |4 years and she shall hereafter 
be known as KIMAYA CHAWLA CHAWLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHARU CHAWLA 
[Signature of Guardian] 


T hitherto known as ABHISHEK S/o YOGESH KUMAR, 
residing at B-47, Jitar Nagar, Krishna Nagar, East Delhi, 
Delhi-005, have changed my name and shall hereafter be 
known as ABHISHEK RAGHUVANSHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


ABHISHEK 
[Signature (in existing old name)] 


I hitherto known as SUMIT S/o VEDPAL, residing at 
H No. 28, Gali No-0l, Ashok Vihar Phase-3, Near Sir Chotu 
Ram Chowk, Gurgaon, Haryana-!2200l, have changed my 
name and shall hereafter be known as SUMIT PAL. 


It is certified that I have complied with other legal 
requirements in this connection. 

SUMIT 

[Signature (in existing old name)] 


I, CHETAN VEDIA S/o Shri GOPAL LAL SHARMA, 
presently residing at B-284, D.A. Flats, Timarpur, 
Delhi-!0054, and permanent residence of H.N. 348, Babu 
Ka Teeba, Galta Road, Jaipur, Rajasthan-302003, have 
changed the name of my minor son JAY VARDHAN VEDIA 
aged |2 years and he shall thereafter be known as GALAV 
VEDIA. 


It is certified that I have complied with other legal 
requirements in this connection. 

CHETAN VEDIA 

[Signature of Guardian] 


I, hitherto known as SHWETA SHARMA D/o ASHOK 
KUMAR, R/o Flat No-304, 3rd Floor, Block-B, Gardenia 
Square GH Plot No-6 Ghaziabad Crossing Republic, 
Ghaziabad, Uttar Pradesh-2006, have changed my Name 
and shall hereafter be known as SHWETA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHWETA SHARMA 
[Signature (in existing old name)] 


I, AJAY KUMAR BHOLA S/o BHIM SEN BHOLA 
R/o Plot No. 2060/B, Ist Floor Road No. 5, Kongposh Colony 
Jain Nagar, Tirthankar Nagar Karala North West Delhi-008, 
have changed the name of my minor daughter namely 
VAIBHAVI BHOLA aged 2 years and she shall hereafter be 
known as DINAYRA BHOLA. 


It is certified that I have complied with other legal 
requirements in this connection. 


AJAY KUMAR BHOLA 
[Signature of Guardian] 


I hitherto known as SANUSHA alias SRIDHAR ANUSHA 
D/o A SRIDHAR, residing at 78-A, Pocket-A, Mayur Vihar 
Phase-2, Shamas Pur, Patparganj, East Delhi, Delhi-l009, 
have changed my name and shall hereafter be known as 
ANUSHA SRIDHAR. 


It is certified that I have complied with other legal 
requirements in this connection. 


S ANUSHA alias SRIDHAR ANUSHA 
[Signature (in existing old name)] 
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I, RAMINDER SINGH SETHI S/o Late Sh. MOHANBIR 
SINGH SETHI, R/o H.No. A-288, Second Floor, Defence 
Colony, New Delhi-l0024, have changed the name of my 
minor daughter namely SUKHMANI SETH aged |7 years 
and she shall hereafter be known as SUKHMANI KAUR 
SETHI. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMINDER SINGH SETHI 
[Signature of Guardian] 


I hitherto known as RAJNISH KUMAR KASHYAP 
S/o KAMLESHWAR OJHA, R/o House No.28A, Meethapur 
Village, Jaitpur, South Delhi, Delhi-0044, have changed my 
name and shall hereafter be known as RAJNEESH KUMAR 
OJHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJNISH KUMAR KASHYAP 
[Signature (in existing old name)] 


T hitherto known as KULSUM D/o MAHMOOD, residing 
at Plot No. 90, Block-Q, Bindapur Extn, Bhagat Enclave, 
Uttam Nagar, West Delhi, Delhi-!!0059, have changed my 
name and shall hereafter be known as KULSUM ANSARI. 


It is certified that I have complied with other legal 
requirements in this connection. 


KULSUM 
[Signature (in existing old name)] 


I hitherto known as REKHA RANI alias REKHA 
W/o MANOJ KUMAR R/o 2I/76, Jhuggi, Kalyan Puri, 
East Delhi, Delhi-!009l, have changed my name and shall 
hereafter be known as REKHA. 


It is certified that I have complied with other legal 
requirements in this connection. 


REKHA RANI alias REKHA 
[Signature (in existing old name)] 


T hitherto known as VIKASH son of SANJAY JANGRA, 
residing at Dr. Murari Lal Gali, Tehsil & District Bhiwani, 
Haryana - 2702, have changed my name and shall hereafter 
be known as VIKASH JANGRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIKASH 
[Signature (in existing old name)] 


I hitherto known as JAG MOHAN PATHAK S/o HARISH 
CHANDRA PATHAK, residing at D-48, Upper GF, 
Vishwakarma Colony, Pul Pehlad Pur, New Delhi -0044, 
have changed my name and shall hereafter be known as 
ANKU PATHAK. 


It is certified that I have complied with other legal 
requirements in this connection. 


JAG MOHAN PATHAK 
[Signature (in existing old name)] 


I hitherto known as MUSKAN D/o RAJEEV GUPTA, 
W/o VIBHOR AGARWAL R’/o 64/3, Thapar Nagar, Uttari 
Patel Nagar, Meerut, Meerut Cantt, Uttar Pradesh-25000I, 
have changed my name and shall hereafter be known as 
MUSKAN AGARWAL. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUSKAN 
[Signature (in existing old name)] 


T hitherto known as MANISHA SHARMA W/O DEEPAK 
J SHARMA, R/o H.No. L-8l, Jalvayu Vihar, Sector-25, 
VTC: Noida PO: Noida, District: Gautam Buddha Nagar, 
Uttar Pradesh-2030l, have changed my name and shall 
hereafter be known as MANISHA KAUSHIK. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANISHA SHARMA 
[Signature (in existing old name)] 


T hitherto known as SHRUTI D/o Sh. DWARKA PRASAD 
BANSAL, R/O 3538, Gali No-3, Narang Colony, Tri Nagar, 
Onkar Nagar, PO.- Onkar Nagar, Distt-North West Delhi, 
Delhi-0035, have changed my name and shall hereafter be 
known as SHRUTI BANSAL. 


It is certified that I have complied with other legal 
requirements in this connection. 

SHRUTI 

[Signature (in existing old name)] 


I hitherto known as BAJRANGDAS ABHIRAMDAS 
S/o ABHIRAMDAS, presently residing at 3rd Floor, E-32, 
Chanakya Place Part-l, Uttam Nagar, New Delhi- 0059, 
Permanently residing at Shree Swami Ramanand Ashram at 
PO- Guvar Tal- Nandod, Narmada Pin: 393 |45, Gujarat, India, 
have changed my name and shall hereafter be known as 
MUKTNATH MISHRA 

It is certified that I have complied with other legal 
requirements in this connection. 


BAJRANGDAS ABHIRAMDAS 
[Signature (in existing old name)] 
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I hitherto known as TRIPTI VARSHNEY D/o LT, NITIN 
VARSHNEY, R/o 3-46, Street No. , Street No. l, Opposite 
Central Electronics Limited Jhandapur |,E, Sahibabad, 
Ghaziabad, Uttar Pradesh-2000, have changed my name 
and shall hereafter be known as NAINA VARSHNEY. 


It is certified that I have complied with other legal 
requirements in this connection. 


TRIPTI VARSHNEY 
[Signature (in existing old name)] 


I hitherto known as BIR SINGH alias VEER SINGH 
S/o BASANT SINGH, residing at K-74, Ambedkar Nagar, 
Dakshinpuri, New Delhi, South Delhi, Delhi-!0062, have 
changed my name and shall hereafter be known as BIR 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIR SINGH alias VEER SINGH 
[Signature (in existing old name)] 


I hitherto known as JASPREET SINGH alias JASPREET 
SINGH BAGGA S/o BHUPENDER SINGH BAGGA, R/o I6, 
Dhudial Apartment, Pitampura, Delhi-0034, have changed 
my name and shall hereafter be known as JASPREET SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


JASPREET SINGH alias JASPREET SINGH BAGGA 
[Signature (in existing old name)] 


I hitherto known as SAHIL MALHOTRA S/o RAVI 
MALHOTRA, R/o WZ-973, Rani Bagh, Saraswati Vihar, 
Delhi-!0034, have changed my name and shall hereafter be 
known as SAHILDEEP SINGH MALHOTRA. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL MALHOTRA 
[Signature (in existing old name)] 


I hitherto known as CHIRAG NARANG S/o ASHOK 
KUMAR NARANG R/o M-299, FF, Guru Harikishan Nagar, 
Paschim Vihar, Delhi-!0087, have changed my name and 
shall hereafter be known as CHIRAGDEEP SINGH NARANG. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHIRAG NARANG 
[Signature (in existing old name)] 


I hitherto known as IFFAT CHAUHAN D/o MOHD. 
SALEEM CHAUHAN R/o House No. E-59, Gali Number 
8/5, Subhash Vihar, Garhi Mendu, Bhajan Pura, Seelam Pur, 
North East Delhi, Delhi-!0053, have changed my name and 
shall hereafter be known as PAREE. 


It is certified that I have complied with other legal 
requirements in this connection. 

IFFAT CHAUHAN 

[Signature (in existing old name)] 


I hitherto known as LEELAVATI D/o ROOP LAL and 
W/o DEEPAK KUMAR R/o Near Sawan Public School, 
Kotra, Ajmer (Rajasthan)-30500l, have changed my name 
and shall hereafter be known as LILY MATHEWS. 


It is certified that I have complied with other legal 
requirements in this connection. 


LEELAVATI 
[Signature (in existing old name)] 


I hitherto known as PEMMADI DURGA PRASANNA 
C/o TIRUMANI PAIDAMMA, R/o H.No. 3/299, 
Gilakaladindi, Near Hanuman Temple, Machilipatnam, Krishna 
(DT) -5200l, Andhra Pradesh, have changed my name and 
shall hereafter be known as PEMMADI BLESSIE 
PRASANNA. 


It is certified that I have complied with other legal 
requirements in this connection. 


PEMMADI DURGA PRASANNA 
[Signature (in existing old name)] 


I hitherto known as MOHAMMED PARVEEN 
D/o MOHAMMED FAREED and W/o DASARI 
LAXMINARAYANA, R/o House No. 3-93, Manepally Village, 
Medak District (Telangana)- 50209, have changed my name 
and shall hereafter be known as DASARI DIVYA. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMED PARVEEN 
[Signature (in existing old name)] 


T hitherto known as INDRA KUMARI SOP D/o UDHAO 
BAHADUR SOP, residing at RZ 2057/27, Tugalkabad Ext., 
Alkananda, Delhi-!009, have changed my name and shall 
hereafter be known as ZOYA KHAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


INDRA KUMARI SOP 
[Signature (in existing old name)] 
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I hitherto known as FAREEN A SHAIKH D/o ANWAR 
SHAIKH, residing at #2, Adishakti, 4th B Main, Santhrupthi 
Nagar, JP Nagar 7th Phase, Bangalore, Karnataka-560078, 
have changed my name and shall hereafter be known as 
AVANTIKA SHETTY. 

It is certified that I have complied with other legal 
requirements in this connection. 


FAREEN A SHAIKH 
[Signature (in existing old name)] 


I hitherto known as SALIM AKHTAR S/o GURMAIL 
SINGH Resident of Village Khunan Khurd, the Gidderbaha, 
Dist. Sri Muktsar Sahib, Punjab-!5203, have changed my 
name and shall hereafter be known as GURPREET SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


SALIM AKHATAR 
[Signature (in existing old name)] 


I hitherto known as KHUSHBOO D/o RAGHUBIR SINGH 
W/o HANSDEEP SINGH, R/o WZ-32, Street No-27, Next to 
Amol Pharmacy, Sant Garh Tilak Nagar, West Delhi-008, 
have changed my name and shall hereafter be known as 
KHUSHBOO KAUR. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHUSHBOO 
[Signature (in existing old name)] 


I hitherto known as RAHUL S/o SHRI NARAYAN, 
R/o Jhuggi No.343 Sahid Sukhdev Nagar Wazirpur Industrial 
Area Delhi-!l0052, have changed my name and shall 
hereafter be known as AYAAN. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL 
[Signature (in existing old name)] 


I hitherto known as NAMMI APPALA SWAMY 
S/o ELLANNA, R/o 6-l85 S C Colony Mantada 
Pamidimukkala (MD) Krishna, District Andhra Pradesh- 
52256, have changed my name and shall hereafter be known 
as MUHAMMAD SAMIULLAH. 


It is certified that I have complied with other legal 
requirements in this connection. 


NAMMI APPALA SWAMY 
[Signature (in existing old name)] 


I hitherto known as LAL CHAND S/o BABU LAL, 
R/o 7/95, 7 Block, Trilok Puri, Distt-East Delhi, 
Delhi-009!, have changed my name and shall hereafter be 
known as LAL MOHAMMAD. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAL CHAND 
[Signature (in existing old name)] 


I hitherto known as ASHITYA KHATOON D/o ALI 
MOHAMMAD ANSARI, W/o NIKHIL KUMAR SINGH, 
R/o Village-Mokahar Kala, PO. Karimandih, Distt-Palamu, 
Jharkhand-8225, have changed my name and shall hereafter 
be known as ANJALI SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHIYA KHATOON 
[Signature (in existing old name)] 


I hitherto known as BASHU D/o SHYAM KUMAR, 
R/o H No. 472 G-Block Chori Gali, Jahangir Puri, 
Delhi-!0033, have changed my name and shall hereafter be 
known as QAYENAAT. 


It is certified that I have complied with other legal 
requirements in this connection. 


BASHU 
[Signature (in existing old name)] 


CHANGE OF RELIGION 


I, SAHIL MALHOTRA S/o RAVI MALHOTRA, R/o WZ- 
973, Rani Bagh, Saraswati Vihar, Delhi-!!0034.That I have 
embraced SIKHISM and renounced HINDUSIM with effect 
from 24/06/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL MALHOTRA 
[Signature] 


I, CHIRAG NARANG S/o ASHOK KUMAR NARANG, 
R/o M-299, FF, Guru Harikishan Nagar, Paschim Vihar, Delhi- 
0087.That I have embraced SIKHISM and renounced 
HINDUSIM with effect from 24/06/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHIRAG NARANG 
[Signature] 
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I, IFFAT CHAUHAN D/o MOHD. SALEEM CHAUHAN, 
R/o House No. E-59, Gali Number 8/5, Subhash Vihar, Garhi 
Mendu, Bhajan Pura, Seelam Pur, North East Delhi, Delhi- 
0053, declare that I have embraced HINDU Religion and 
renounced ISLAM Religion w.e.f. [8.08.2023. 


It is certified that I have complied with other legal 
requirements in this connection. 

IFFAT CHAUHAN 

[Signature] 


I, LEELAVATI D/o ROOP LAL and W/o DEEPAK 
KUMAR, R/o Near Sawan Public School, Kotra, Ajmer 
(Rajasthan)-30500, do hereby affirm and declare that I have 
embraced CHRISTIANITY and renounced HINDUISM with 
effect from 5th March, 2002. 


It is certified that I have complied with other legal 
requirements in this connection. 


LEELAVATI 
[Signature] 


I, PEMMADI DURGA PRASANNA C/o TIRUMANI 
PAIDAMMA, R/o H.No. 3/299, Gilakaladindi, Near 
Hanuman Temple, Machilipatnam, Krishna (Dt) -5200], 
Andhra Pradesh, Do here by solemnly affirm and declare 
that I have Embraced CHRISTIANITY and Renounced 
HINDUISM with effect from 2-03-2022. 


It is certified that I have complied with other legal 
requirements in this connection. 


PEMMADI DURGA PRASANNA 
[Signature] 


I, MOHAMMED PARVEEN D/o MOHAMMED FAREED 
and W/o DASARI LAXMINARAYANA, R/o House No. 3-93, 
Manepally Village, Medak District (Telangana)-50209, do 
hereby affirm and declare, that I have embraced HINDUISM 
and renounced ISLAM with effect from 20th December, 
209. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMED PARVEEN 
[Signature] 


I, INDRA KUMARI SOP D/o UDHAO BAHADUR SOP, 
residing at RZ 2057/27, Tugalkabad Ext., Alkananda, Delhi- 
009, do hereby solemnly affirm and declare that I have 
embraced ISLAM and renounced BUDDHISM with effect 
from 03/07/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


INDRA KUMARI SOP 
[Signature] 


I, FAREEN A SHAIKH D/o ANWAR SHAIKH, residing 
at #2, Adishakti, 4th B Main, Santhrupthi Nagar, JP Nagar 
7th Phase, Bangalore, Karnataka-560078, do hereby solemnly 
affirm and declare that I have embraced HINDUISM and 
renounced ISLAM with effect from 8/06/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


FAREEN A SHAIKH 
[Signature] 


I hitherto known as SALIM AKHTAR S/o GURMAIL 
SINGH, Resident of Village Khunan Khurd, Teh. Gidderbaha, 
Distt. Sri Muktsar Sahib, Punjab-!5203, do hereby solemnly 
affirm and declare that I have embraced SIKH religion and 
renounced MUSLIM with effect from 22/7/2023. 


It is certified that I have complied with other legal 
requirements in this connection. 


SALIM AKHTAR 
[Signature] 


I, KHUSHBOO D/o RAGHUBIR SINGH W/o HANSDEEP 
SINGH, R/o WZ-32, Street No-27, Next to Amol Pharmacy, 
Sant Garh Tilak Nagar, West Delhi-!00l8, do hereby 
solemnly affirm and declare that I have embraced SIKHISAM 
and renounced HINDUISM with effect from I8--208. 


It is certified that I have complied with other legal 
requirements in this connection. 


KHUSHBOO 
[Signature] 


I, RAHUL S/o SHRI NARAYAN, R/o Jhuggi No.343 Sahid 
Sukhdev Nagar, Wazirpur Industrial Area Delhi-ll0052, do 
hereby solemnly affirm and declare that I have embraced 
MUSLIM religion and renounced HINDU religion with effect 
from 26-07-2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAHUL 
[Signature] 


I, NAMMI APPALA SWAMY S/o ELLANNA, R/o 6-85, 
S.C. Colony, Mantada, Pamidimukkala (MD), Krishna District, 
Andhra Pradesh, Pin-52!256, do hereby affirm and declare 
that I have embraced ISLAM and remounced HINDUISM 
with effect from 2|st January, 208. 


It is certified that I have complied with other legal 
requirements in this connection. 


NAMMI APPALA SWAMY 
[Signature] 
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I, LAL CHAND S/o BABU LAL, R/o 7/95, 7 Block, 
Trilok Puri, Distt-East Delhi, Delhi-009, do hereby solemnly 
affirm and declare that I have embraced ISLAM and 
renounced HINDUISM religion with Effect from 2/07/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAL CHAND 
[Signature] 


I, ASHTYA KHATOON D/o ALI MOHAMMAD ANSARI 
W/o NIKHIL KUMAR SINGH, R/o Village-Mokahar Kala, 
PO. Karimandih, Distt-Palamu, Jharkhand-8225, do hereby 
solemnly affirm and declare that I have embraced HINDUISM 
and renounced ISLAM religion with Effect from /0/204. 


It is certified that I have complied with other legal 
requirements in this connection. 


ASHTYA KHATOON 
[Signature] 


I, BASHU D/o SHYAM KUMAR, R/o H No. 472 G-Block 
Chori Gali, Jahangir Puri, Delhi - 0033, do hereby solemnly 
affirm and declare that I have embraced ISLAM and 
renounced HINDUISM w.e.f 04/04/2024. 


It is certified that I have complied with other legal 
requirements in this connection. 


BASHU 
[Signature] 


I, DEVARINTI SREENIVASULU S/o DEVARINTI 
SUBBARAYUDU, R/o H.No. 3-l42, S.C Colony, Kallur, 
Yellanur, Ananthapuramu (Dt), Andhra Pradesh-55465, do 
here by solemnly affirm and declare that I have Embraced 
CHRISTIANITY and Renounced HINDUISM with effect from 
9-05-204. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEVARINTI SREENIVASULU 
[Signature] 


I, ?. HIMABINDU D/o HARIJANA CHINNAPPA, 
R/o H.No. l-727, Obuladev Nagar, Anantapur (Dt), Andhra 
Pradesh-5500, do here by solemnly affirm and declare that 
I have Embraced CHRISTIANITY and Renounced 
HINDUISM with effect from |-05-2008. I have changed my 
Religion not my name. 


It is certified that I have complied with other legal 
requirements in this connection. 


P. HIMABINDU 
[Signature] 


CHANGE OF GENDER 


I, RAHUL son of KAMAL SINGH, residing at Rajeev 
Garden, Agraula, Loni, Ghaziabad, Uttar Pradesh-2002, 
hereby undertake that I, RAHUL want to change my name 
to RAJNI and gender as FEMALE. 


I, RAHUL henceforth be known as RAJNI D/o KAMAL 
SINGH. 


The above statement made by me is true & correct to the 
best of my knowledge and belief. If any legal issue arises 
in this regard at any stage, I will be personally responsible 
for the same and the Department of Publication will not be 
liable for any consequences arising there from. 


RAHUL 
[Signature] 


I, AKHIL AGARWAL S/o BRIJESH KUMAR AGARWAL, 
R/o Om Nagar, Chamunda Colony, Jaisinghpura Bangar, 
Mathura, Uttar Pradesh-28!003, hereby undertake that I, 
AKHIL AGARWAL want to change my name to ISHITA 
AGARWAL and gender as FEMALE. 


I, AKHITL AGARWAL henceforth be known as ISHITA 
AGARWAL D/o BRIJESH KUMAR AGARWAL. 


The above statement made by me is true & correct to the 
best of my knowledge and belief. If any legal issue arises 
in this regard at any stage, I will be personally responsible 
for the same and, the Department of Publication will not be 
liable for any consequences arising therefore. 


AKHIL AGARWAL 
[Signature] 


I, SHASHWAT JAIN S/o ANIL KUMAR JAIN, residing 
at Ho.No. C-9/72, Yamuna Vihar North East, Delhi-!0053, 
hereby undertake that I, SHASHWAT JAIN want to change 
my name to SHASHWATI JAIN and Gender as FEMALE. 


I, SHASHWAT JAIN henceforth be known as 
SHASHWATI JAIN D/o ANIL KUMAR JAIN. 


The above statement is made by me is true and correct 
to the best of my knowledge and belief. If any legal issue 
arises in this regard at any stage, I will be personally 
responsible for the same and the department of publication 
will not be liable for any consequences arising therefrom. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHASHWAT JAIN 
[Signature] 
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I, RAMESH MAJUMDER S/o RASHIK MAJUMDER, 
residing at 40/A Mertin Para VIP Nagar, Kolkata PO, VIP 
Nagar, Distt. Kolkata, West Bengal-70000, hereby undertake 
that I, RAMESH MAJUMDER want to change my name to 
AAVANI MAJUMDER and gender as FEMALE. 


I, RAMESH MAJUMDER henceforth be known as 
AAVANI MAJUMDER D/o RASHIK MAJUMDER. 


The above statement made by me is true & correct to the 
best of my knowledge and belief. If any legal issue arises 
in this regard at any stage, I will be personally responsible 
for the same and, the Department of Publication will not be 
liable for any consequences arising therefrom. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMESH MAJUMDER 
[Signature] 


PUBLIC NOTICE 


It is for general information that I, KAVITA DANGI 
D/o Sh. MAHAVIR DANGI Ex. W/o Sh. ROMIT SINGH 
JOON, R/o H.No. 09, Gali No. 4, Shivani Enclave Part-2, 
Kakrola, South West Delhi, Delhi-!0078, declare that I got 
divorced from my husband Sh. ROMIT SINGH JOON vide 
Court Decree HMA No. 990/2023 dated 24.04.2024. Further 
I have changed the name of my minor son namely SHAURYA 
JOON, aged 3 years and he shall hereafter be known as 
SHAURYA SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KAVITA DANGI 
[Signature] 


It is for general information that I, BHAVISHKA 
JASHNANI D/o SHANKER LAL PANJWANI Ex. 
W/o PANKAJ JASHNANTI, R/o I5-C Malikpuram, Govind 
Nagar, Near The Lollipops School, Kanpur-208006, declare 
that I got divorce from my husband vide Court Decree 
No. HMA/268/2023 dt. 23/08/2023, have changed my name 
and shall hereafter be known as NEHA PANJWANI. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHAVISHKA JASHNANI 
[Signature] 


I, DEEPIKA SHARMA alias DEEPIKA SHRIVASTAVA 
daughter of SATPAL SHARMA, Ex. wife of SAURABH 
SHRIVASTAVA, residing at D-l0, Ground Floor, Parsvnath 
Prestige, Sector-93-A, Noida, Gautam Buddha Nagar, 
Uttar Pradesh-20304, declare that I divorce from my husband 
vide HMA No. 92/2, by court decree dated 02/03/202. 
I have changed the name of my minor daughter SAYESHA 


SHRIVASTAVA, aged 4 years and she shall hereafter be 
known AS SAYESHA SHARMA. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPIKA SHARMA alias 
DEEPIKA SHRIVASTAVA 
[Signature] 


It is general information that I, KULJIT KAUR daughter 
of BALKAR SINGH Ex. wife of RAVINDER SINGH, resident 
of VPO Tungwala, Tehsil and District Gurdaspur-43527, 
declare that I got divorce from my husband vide court 
decree No. HMA0I/2023 dated 0-03-2023. Further I have 
changed the name of my minor son HARVEER SINGH GILL 
aged 7 years and he shall hereafter be known as HARVEER 
SINGH. 


It is certified that I have complied with other legal 
requirements in this connection. 


KULJIT KAUR 
[Signature] 


It is for general information that I, HEMA D/o KISHAN 
LAL SIDANA, Ex. W/o GIAN CHAND, R/o E.E-27, Krishna 
Gali Bhagat Singh Chowk, Div No. 3, Jalandhar, Punjab- 
4400I, declare that I got divorce from my Ex-Husband 
GIAN CHAND, Vide Court Decree Case No. 36/20!7 dated 
/09/207. Further I have changed my name and shall 
hereafter be known as SAPNA SIDANA respectively, in 
future for all purposes. 


It is certified that I have complied with other legal 
requirements in this connection. 


HEMA 
[Signature] 


It is for general information that I, ARVIND MAHADEO 
KALPATIL S/o MAHADEO KALPATIL and VAISHALI 
ARVIND KALPATIL W/o ARVIND MAHADEO KALPATIL, 
R/o Near Kokan Nagar Jim, 2.7, Jai Ganesh Sahakar, 
Grihnirman Sanstha, Kokan Nagar, Bhandup West, Mumbai, 
Maharashtra-400078, declare that I have adopted SAYALI 
ANIL SALUNKHE, aged 6 years, the daughter of Late. 
ANIL SALUNKHE and Late. VAISHALI ANIL SALUNKHE 
with effect from 6/09/2023 vide Court Degree No. 87/2023 
dated 6/09/2023. I have changed the name of my minor 
adopted daughter and she shall hereafter be known as 
ANVI ARVIND KALPATIL for all future purposes. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARVIND MAHADEO KALPATIL 
[Signature] 
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It is for general information that I, NAVEEN KUMAR 
S/o SARVESH KUMAR, R/o H.No.-688, Gali No.-l3, Ekta 
Vihar, Meethapur Extn., Badarpur, Mithe Pur, South Delhi, 
Delhi-!!0044, declare that name of my father has been 
wrongly written as SAVESH KUMAR in my 0th, |2th, 
B.com and CA Degree. The actual name of my father is 
SARVESH KUMAR respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


NAVEEN KUMAR 
[Signature] 


It is for general information that I, RITU D/o Sh. PARDEEP, 
R/o B-26, Gali No. 2, Majlis Park, Adarsh Nagar, Delhi- 
0033, declare that name of my father has been wrongly 
written as PRADEEP in my [2 class educational documents. 
The actual name of my father is PARDEEP, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RITU 
[Signature] 


It is for general information that I, SHILPA PAL daughter 
of PREMPAL, residing at RC-l009, Block-E, Khora Colony, 
Saraswati Vihar, Ghaziabad, Uttar Pradesh-20l00I, declare 
that name of my father has been wrongly written as 
RAMDASS PAL in my 0th Class, !2th Class and Graduation 
(B.Com) Educational Documents. The actual name of my 
father is PREMPAL respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHILPA PAL 
[Signature] 


It is for general information that I, VAISHNAVI MOHAN 
D/o AMIT MOHAN, R/o 4, Niti Khand-3, Indirapuram, Shipra 
Sun City, Ghaziabad, Uttar Pradesh-2004, declare that name 
of mine has been wrongly written as VAISHNAVI in my 
2th Class Educational Documents. The actual name of mine 
is VAISHNAVI MOHAN respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VAISHNAVI MOHAN 
[Signature] 


It is for general information that I, MOHD KAMIL 
S/o IZHARUL HAQUE, R/o (-5/46, S/F, Yamuna Vihar, 
Garhi Mendu, Bhajan Pura, North East Delhi, Delhi-!0053, 
declare that name of my minor daughter has been wrongly 
written as IRAM KAMIL in my minor daughter's namely 
AMBREEN KAMIL, aged 7 years in her Aadhaar Card 
No. 6550 0797 2325. The actual name of my minor daughter 
is AMBREEN KAMIL, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD KAMIL 
[Signature] 


It is for general information that I, BHAKTI PASRIJA 
W/o VIKRAM SETHI, R/o H.No.-32/6, East Patel Nagar, 
Patel Nagar, Central Delhi, Delhi-!l0008, declare that name 
of mine has been wrongly written as BHAKTI SETHI in my 
Passport No. R282537]. The actual name of mine is BHAKTI 
PASRIJA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHAKTI PASRIJA 
[Signature] 


It is for general information that I, HARISH CHANDRA 
BAHUGUNA S/o SADA NAND BAHUGUNA, R/o H.No. C- 
3/B-l, IIT Campus, Hauz Khas, South Delhi, Delhi-!006, 
declare that name of mine has been wrongly written as 
HARISH CHANDRA in my Service Record. The actual name 
of mine is HARISH CHANDRA BAHUGUNA, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


HARISH CHANDRA BAHUGUNA 
[Signature] 


It is for general information that I, MOHD EJAJ 
S/o ABDUL HUY, R/o E-47, Block-E, Indra Kalyan Vihar, 
Okhla Industrial Area Phase-I, South Delhi, Delhi-0020, 
declare that name of mine has been wrongly written as 
MOHD AJAZ in my minor son AMAN, aged 7 years in his 
School Records. The actual name of mine is MOHD EJAJ 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD EJAJ 
[Signature] 
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It is for general information that I, MOHD EJAJ 
S/o ABDUL HUY, R/o E-47, Block-E, Indra Kalyan Vihar, 
Okhla Industrial Area Phase-I, South Delhi, Delhi-0020, 
declare that name of mine has been wrongly written as 
MOHD. IJAJ in my minor daughter SANIA JAB, aged 
5 years in her School Records. The actual name of mine is 
MOHD EJAJ respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHD EJAJ 
[Signature] 


It is for general information that I, VAJAHAT KHAN 
S/o HAYAT KHAN, R/o RZ D 2IA, Second Floor Front 
Side, Nihal Vihar, Nangloi, West Delhi, Delhi-!004, declare 
that name of my mother has been wrongly written as 
MANNVAR JAHAN in my l0th and |2th Class Educational 
Documents. The actual name of my mother is MANAVAR 
JAHAN respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VAJAHAT KHAN 
[Signature] 


It is for general information that I, SNEHA CHOUDHARY 
D/o RAM SWAROOP CHOUDHARY, R/o RZ-A-7/l, Adarsh 
Nagar, Jeewan Park, Uttam Nagar, West Delhi-l0059, declare 
that name of mine has been wrongly written as SNEHA 
CHAUDHARY in my l0th and [20 class education 
documents. The actual name of mine is SNEHA 
CHOUDHARY respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SNEHA CHOUDHARY 
[Signature] 


It is for general information that I, MUKESH S/o BHOJ 
RAJ, R/o House No.- 2, Gali No.-2, Bishan Vihar, Chauhan 
Patti, Karawal Nagar, North East Delhi, Delhi-!0094, declare 
that name of mine and my minor son have been wrongly 
written as MUKESH KUMAR and TANUJ GAUTAM in my 
minor son namely TANUJ KUMAR, aged |6 years in his 
school record. The actual name of mine and my minor son 
are MUKESH and TANUJ KUMAR, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MUKESH 
[Signature] 


It is for general information that I, MOHAMMED ALI 
KHAN S/o QUDRAT ULLAH KHAN, R/o 65, Bilouchiyan 
Garhi Pukhta, Garhi Pukhta Shamli Shamli, Uttar Pradesh- 
247776, declare that name of mine has been wrongly written 
as MOHAMMAD ALI KHAN in my 2th marksheet and 
certificate and Eligibility Certificate issued by Medical Council 
of India. The actual name of mine is MOHAMMED ALI 
KHAN, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMED ALI KHAN 
[Signature] 


It is for general information that I, SAGAR DUA 
S/o NARINDER KUMAR DUA, R/o L-5/5, DLF Phase-2 
Gurgaon, Haryana-!22002, declare that name of mine and my 
father have been wrongly written as SAHIL DUA and 
NARINDER DUA in my l0th class marks-sheet and 
certificate. The actual name of mine and my father are 
SAGAR DUA and NARINDER KUMAR DUA, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAGAR DUA 
[Signature] 


It is for general information that I, UDIT PRATAP 
S/o SHAILENDRA KUMAR, R/o Sautiyana, Mainpuri, 
Uttar Pradesh-20500l, declare that name of my father has 
been wrongly written as SHALIENDRA KUMAR in my L0th 
& |2th Class School Certiaficate-Cum-Marksheet. The actual 
name of my father is SHAILENDRA KUMAR, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

UDIT PRATAP 

[Signature] 


It is for general information that I, VJENDER BHARDWAJ 
S/o VEER SINGH BHARDWAJ, R/o H. No.-259-A Hastsal 
Road Uttam Nagar, New Delhi, West Delhi-!0059, declare 
that name of mine has been wrongly written as VIJENDER 
in my minor daughter namely NIKUNJANA BHARDWAJ, 
aged 6 years in his !0th Class Educational Documents. The 
actual name of mine is VIJENDER BHARDWAJ, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VIJENDER BHARDWAJ 
[Signature] 
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It is for general information that I, RAMANAND 
S/o BANWARI LAL, R/o House No. 77 E/5! Ward No. 2 
Mehrauli, Delhi-!0030, declare that name of mine and my 
father has been wrongly written as RAMANAND 
KESHWANITYA and BANWARI LAL KESHWANTYA in my 
SC Caste Certificate No. SC/05/53/368I/22/I/200/ 
9302572. The actual name of mine and my father are 
RAMANAND and BANWARI LAL, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

RAMANAND 
[Signature] 


It is for general information that I, MAYANK SHARMA 
S/o ASHOK KUMAR, R/o H.No.-205, Ward No.-29, Housing 
Board, Sector-l, Rohtak, Haryana-!2400, declare that name 
of mine, my father and my mother has been wrongly written 
as MAYANK, ASHOK KUMAR SHARMA and POONAM 
SHARMA in my l0th and |2th Class Educational 
Documents. The actual name of mine, my father and my 
mother are MAYANK SHARMA, ASHOK KUMAR and 
POONAM KAUSHIK respectively, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

MAYANK SHARMA 
[Signature] 


It is for general information that I, HARDEEP SINGH 
S/o Shri TEK SINGH PATHANIA, residing at G-70, Sector 20, 
Noida, Near Atta Market, Distt. Gautam Buddha Nagar, Uttar 
Pradesh-2030I, declare that name of mine, my wife name 
has been wrongly written as HARDEEP PATHANIA and 
MEENA in my minor daughter namely AKRITI PATHANIA 
aged |3 year in her school recrod. The actual name of mine 
and my wife are HARDEEP SINGH and MEENA RANA 
respectively, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 


HARDEEP SINGH 
[Signature] 


It is for general information that I, SARABJIT KAUR 
wife of JASPREET SINGH BHASIN, residing at First floor, 
C-44, Tagore Garden Extn., Delhi-!0027, declare that name 
of mine has been wrongly written as SARABJIT KAUR 
BHASIN in my minor daughter's namely ISHLEEN KAUR 
aged 4 about years in her birth certificate and in her school 
record. The actual name of mine is SARABJIT KAUR, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

SARABJIT KAUR 

[Signature] 


It is for general information that I, VINOD KUMAR 
S/o Sh. MAHVEER SINGH, R/o Village-Kheri Hoshdarpur, 
Tehsil and Distt.-Jhajjar, Haryana-2403, declare that name 
of mine, my wife and my minor son have been wrongly 
written as VINOD CHILLAR, MONIKA DEVI and KUNAL 
CHHILLAR in my minor son namely KUNAL aged |7 years 
in his l2th Class Educational Documents. The actual name 
of mine, my wife and my minor son are VINOD KUMAR, 
MONIKA and KUNAL respectinely, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

VINOD KUMAR 
[Signature] 


It is for general information that I, PRATIGYA daughter 
of PREMPAL, residing at RC-l009, Block-E, Khora Colony, 
Saraswati Vihar, Ghaziabad, Uttar Pradesh-20l00I, declare 
that name of mine and my father has been wrongly written 
as VAISHALI PAL and RAMDASS PAL in my 0th Class, 
2th Class, Graduation (B.Com) Educational Documents and 
OBC Certificate No.0922306800. The actual name of mine 
and my father are PRATIGYA and PREMPAL respectively, 
which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

PRATIGYA 
[Signature] 


It is for general information that I, SUNDEEP KUMAR 
SANT S/o RAM DULAR, Permanent Address: 950/2, Nirmal 
Niwas, Manik Nagar Colony, Lahartara, Bauliya, Phulwariya 
Nai Basti, Saraiya, PO: Phulawaria, Distt. Varanasi, Uttar 
Pradesh-2206, Present Address: 262-G, Railway Colony, 
North Delhi-!0006, declare that name of mine and my father 
has been wrongly written as S SUNDEEP KUMAR and R D 
SANT in my l0th and 2th educational documents. The 
actual name of mine and my father are SUNDEEP KUMAR 
SANT and RAM DULAR respectively, which may be 
amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

SUNDEEP KUMAR SANT 
[Signature] 


It is for general information that I, MUKESH 
MAHESHWARI S/o HARAK CHANDRA, Permanent, 
R/o 4/703, Royal Greens Sirsi Road, Sirsi, Jaipur Rajasthan- 
30202, Present Address SHQ BSF, Hanumangarh Road, PO- 
Abhohar, Distt. Fazilka Punjab-!526, declare that name of 
mine has been wrongly written as MUKESH KUMAR 
MAHESHWARI in my Service Book. The actual name of 
mine is MUKESH MAHESHWARI, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

MUKESH MAHESHWARI 

[Signature] 
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It is for general information that I AMAR SINGH JAT 
S/o KISHORI LAL, R/o 53/2, Shakti Apartment Vikarm 
Enclave Extn. Sahibabad, Ghaziabad, UP-20005, declare that 
name of my minor son has been wrongly written as BHAVISH 
in my minor son namely BHAVISH CHOUDHARY aged 
5 years in her school record. The actual name of my minor 
son is BHAVISH CHOUDHARY, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMAR SINGH JAT 
[Signature] 


It is for general information that I AMAR SINGH JAT 
S/o KISHORI LAL, R/o 53/2, Shakti Apartment Vikarm 
Enclave Extn. Sahibabad, Ghaziabad, Uttar Pradesh-20005, 
declare that name of my minor daughter has been wrongly 
written as MANVI in my minor daughter namely MANVI 
CHOUDHARY aged |2 year in her school record. The actual 
name of my minor daughter is MANVI CHOUDHARY, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMAR SINGH JAT 
[Signature] 


It is for general information that I, GURDESH 
S/o SWAMI DEEN, R/o 7, Nawada Jwala Prasad, Ayana, 
PO. Ayana, Dist Auraiya, Uttar Pradesh-206]22, declare that 
name of mine has been wrongly written as MONU in my 
Aadhaar Card No. 6949 7683 497. The actual name of mine 
is GURDESH, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GURDESH 
[Signature] 


It is for general information that I, MOHAMMAD 
SALEEM S/o TAJ MD, R/o H.No.-440, L-Block, Mangol 
Puri, North West Delhi, Delhi-!0083, declare that name of 
mine and my minor son has been wrongly written as 
MOHAMMAD SALIM and AYAAN in my minor son name 
MD AYAAN aged |5 years in his School Records. The 
actual name of mine and my minor son ace MOHAMMAD 
SALEEM and MD AYAAN respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD SALEEM 
[Signature] 


It is for general information that I, AMIT KUMAR 
S/o SH. JAGDISH CHANDER, R/o H.No. 2[28, Ground Floor, 
Mukeem Pura, Subzi Mandi, Malka Ganj, Delhi-0007, declare 
that name of mine has been wrongly written as AMIT 
SHUKLA in my minor daughter ARPITA aged |3 years in 
her Passport No. R642220 and AMIT in her Birth Certificate 
No. MCDOLIR-0I0-004567296. The actual name of mine is 
AMIT KUMAR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KUMAR 
[Signature] 


It is for general information that I, DIVYANSH ROHILLA 
S/o NARENDER SINGH, R/o House No. 45, VPO Chhara, 
Bahadurgarh, Distt. Jhajjar, Haryana-24504, declare that name 
of my father and mother has been wrongly written as 
NARENDER SINGH ROHILLA and MALA SINGH 
respectively, in my educational documents. The actual name 
of my father and my mother are NARENDER SINGH and 
RATAN MALA respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DIVYANSH ROHILLA 
[Signature] 


It is for general information that I, SUSHA RANI wife of 
Shri SSANKAR RAO, residing at Qtr. No.95/B, G/F, Type- 
2 Sec-4, Pushp Vihar, South Delhi, Delhi-!007, declare that 
name of mine has been wrongly written as 
S USHA in my minor daughter S BOLASANKARI aged 
[7 years in her l0th Class Educational Documents. The 
actual name of mine is S USHA RANI, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


S USHA RANI 
[Signature] 


It is for general information that I, HABIB DIN 
S/o BUDH KHAN, R/o Bal Rangran, Karnal, ि५३॥9- 32040, 
declare that name of mine and my wife has been wrongly 
written as HABIB and ZUBEIDA in my minor son namely 
KURSEED KHAN aged !7 years in his l0th & l2th Class 
Educational Documents. The actual name of mine and my 
wife are HABIB DIN and JAMAETA respectively, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


HABIB DIN 
[Signature] 
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It is for general information that I, JTENDER KUMAR 
S/o PURAN CHAND PATYAL, R/o 22/4, Indira Vikas Colony, 
Nirankari Colony, Mukherjee Nagar, North West Delhi, Delhi- 
0009, declare that name of mine and my father has been 
wrongly written as JITENDRA and PURAN CHAND in my 
l0th Class Educational Documents. The actual name of mine 
and my father are JTENDER KUMAR and PURAN CHAND 
PATYAL respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


JITENDER KUMAR 
[Signature] 


It is for general information that I, RINKU CHAURASIA 
W/o MANOJ CHAURASIA, R/o A-40, Gali No.-2, Chandu 
Nagar, Karawal Nagar, North Delhi, Delhi-!!0094, declare 
that name of my husband has been wrongly written as 
MANOJ KUMAR in my minor son namely LAKSHAY 
CHAURASIA aged |5 years in his l0th Class Educational 
Documents. The actual name of my husband is MANOJ 
CHAURASIA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RINKU CHAURASIA 
[Signature] 


It is for general information that I, AKHIL THAKUR 
S/o Sh. MANJEET SINGH, R/o Veer Awas Flat 0I, 
H.No. |52, Gali No. B6, Ashok Vihar Phase-3 Extn., Gurgaon, 
Haryana-2200], declare that name of mine has been wrongly 
written as AAKHIL in my Birth Certificate Registration No. 
45 and name of my father and my mother has been wrongly 
written as MANJIT SINGH THAKUR and SUREKHA 
THAKUR in my 0th and |20 class educational documents. 
The actual name of mine, my father and my mother are 
AKHIL THAKUR, MANJEET SINGH and SUREKHA DEVI, 
which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

AKHIL THAKUR 

[Signature] 


It is for general information that I, AMEENA KHATOON 
W/o MOHD IRFAN MALIK, R/o G-99/C, Abul Fazal Enclave- 
, Okhla, Jamia Nagar, New Delhi-!0025, declare that name 
of mine have been wrongly written as AMEENA MALIK in 
my minor son MOHD ZAID MALIK, aged 7 years in his 
school record. The actual name of mine is AMEENA 
KHATOON, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMEENA KHATOON 
[Signature] 


It is for general information that I, SATISH KUMAR 
S/o SUBE SINGH, R/o 877, Kheri Naru, Kheri Naroo, Karnal, 
Haryana-l32036, declare that name of my wife has been 
wrongly written as SUSHILA DEVI in my minor son's namely 
DIPANSHU aged 7 years in his CBSE 0th and |2th class 
Educational Documents. The actual name of my wife is 
SUSHEELA DEVI, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATISH KUMAR 
[Signature] 


It is for general information that I, GITA W/o SUNIL 
KUMAR, R/o House No.-38, Street No.-ll, Ram Nagar, 
Mundian Kalan, Ludhiana, Punjab-!405, declare that name 
of mine has been wrongly written as GEETA DEVI in my 
minor son namely HEMANT KUMAR aged I7 years in his 
0th Class Educational Documents. The actual name of mine 
is GITA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GITA 
[Signature] 


It is for general information that I, PURAN CHAND 
S/o BASNTA, R/o H.No.-342, E-3 Block, Sultan Puri, North 
West Delhi, Delhi-l0086, declare that name of mine has 
been wrongly written as POORAN CHAND in my minor son 
VARUN aged 4 years in his School Records. The actual 
name of mine is PURAN CHAND respectively, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


PURAN CHAND 
[Signature] 


It is for general information that I, OMKAR SHAHI 
son of HEMANT KUMAR SHAHI Permanent, 
R/o KAMTAUL ANANT, Muzaffarpur, Bihar-84420, and 
Present R/o L-273, Delta-2, Greater Noida, UP-2030, declare 
that name of my father and my mother has been wrongly 
written as HEMANT SHAHI and KABI SHAHI in my all 
educational documents. The actual name of my father and 
my mother are HEHMANT KUMAR SHAHI and KAVI SHAHI 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


OMKAR SHAHI 
[Signature] 
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It is for general information that I, DALIP SINGH 
S/o DAL CHAND, R/o House No. 2lllA, Sector-3, 
Ballabgarh, Faridabad, Haryana-|2004, declare that name of 
mine has been wrongly written as DALIP SINGH BUDGUJAR 
in my Pension Payment Order No. 08//4क्‍8/33 | 0/2009. The 
actual name of mine is DALIP SINGH, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DALIP SINGH 
[Signature] 


It is for general information that I, RAJ KUMARI PIPPAL 
W/o Late C. M. PIPPAL, R/o H.No.-9/60, Gali No.-I2, 
Tughalakabad Extn., New Delhi-009, declare that name of 
mine has been wrongly written as R.K. PIPPAL in my husband 
PPO No. 588450300504. The actual name of mine is RAJ 
KUMARI PIPPAL, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJ KUMARI PIPPAL 
[Signature] 


It is for general information that I, VINOD KUMAR 
S/o Shri JAGGU RAM, R/o B-8, Police Staff Quarters, Near 
Police Station, Shalimar Bagh, Delhi-!0088, declare that 
name of my wife and my minor son has been wrongly 
written as KRISHNA and LAKSHYA KUMAR in my minor 
son namely LAKSHAY KUMAR aged |3 years in his School 
Records. The actual name of my wife and minor son are 
KRISHANA KUMARI KUMAWAT and LAKSHAY KUMAR 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VINOD KUMAR 
[Signature] 


It is for general information that I, ROHAN PASWAN 
S/o HIRA PASWAN, residing at Jhuggi No. 98, Nirman 
Majdoor Camp, Haiderpur, Shalimar Bagh, Shalimar Bagh, 
North West Delhi, Delhi- 0088, declare that name of my 
father has been wrongly written as HEERA LAL in my l0th 
and [20 class marksheet and certificate and Bachelor of 
Computer Application (BCA) marksheet and Schedule Caste 
Certificate No. 905000055870. The actual name of my father 
is HIRA PASWAN, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROHAN PASWAN 
[Signature] 


It is for general information that I, RAJINDER SINGH 
S/o CHUHAR SINGH, R/o H.No.-96, Near Rama Road Hathur 
Tehsil Jagraon, Distt. Ludhiana, Punjab-!4203], declare that 
name of my father has been wrongly written as CHOOHUR 
SINGH in my Passport No H68!760. The actual name of my 
father is CHUHAR SINGH, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAJINDER SINGH 
[Signature] 


It is for general information that I, PEMA CHODEN 
BHUTIA daughter of KARMA BHUTIA, residing at Kazor 
Near Pakshep Primary School, Mangan, North Sikkim- 7376, 
declare that name of mine has been wrongly written as 
PEMA CHODEN in my 0th Class, [20 Class and Graduation 
(B.Com ) Educational Documents. The actual name of mine 
is PEMA CHODEN BHUTIA respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


PEMA CHODEN BHUTIA 
[Signature] 


It is for general information that I, HITENDER SINGH 
S/o MANOHAR SINGH, residing at House No.- 39, Lane 
No-3, Ram Sharnam Colony, Dalhousie Road, Pathankot, 
Pathankot, Punjab- 4500I, declare that name of mine and 
my wife has been wrongly written as HITENDER and 
HARPREET in my minor daughter namely RAYONA SINGH 
aged l5 years in her Passport No. P 57648. The actual 
name of mine and my wife are HITENDER SINGH and 
HARPREET KAUR respectively, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 


HITENDER SINGH 
[Signature] 


It is for general information that I, TARAVIYA VIKESH, 
S/o BACHUBHAIT, R/o Vill. Vallabhpur, Khadba Mota, 
Khadba, Jamnagar, Gujarat - 3670, declare that name of 
mine has been wrongly written as TALAVIYA 
VIKASKUMAR BACHUBHAT in my l0th class marksheet 
cum certificate. The actual name of mine is TARAVIYA 
VIKESH, which may be amended accordingly 

It is certified that I have complied with other legal 
requirements in this connection. 


TARAVITYA VIKESH 
[Signature] 
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It is for general information that I, KASHVI SINGLA 
daughter of Shri VIVEK KUMAR SINGLA, residing at House 
No. 48, Scheme No. 9, Jind (Haryana) - 2602, declare that 
name of mine and my father has been wrongly written as 
KASHVI and VIVEK SINGLA in my educational documents. 
Further name of my father has been wrongly written as 
VIVEK SINGLA in my birth certificate registration No. 6099. 
The actual name of mine and my father are KASHVI SINGLA 
and VIVEK KUMAR SINGLA respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


KASHVI SINGLA 
[Signature] 


It is for general information that I, NIKHIL 
KHANDELWAL son of SHASHI KANT GUPTA, residing at 
H. No. 28/89, N-Block, Nirmal Enclave 2nd Floor, Kidwai 
Nagar, Kanpur Nagar, Uttar Pradesh-2080I], declare that the 
name of my mother has been wrongly written as NISHA 
KHANDELWAL in my [20 Class and name of my father 
has been wrongly written as S K KHANDELWAL in my 
l2th class and wrongly written as SHASHI KANT 
KHANDELWAL in my B.Com educational documents. The 
actual name of my mother and my father are SANTOSH 
KHANDELWAL and SHASHI KANT GUPTA respectively, 
which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


NIKHIL KHANDELWAL 
[Signature] 


It is for general information that I, BALRAM AHIRWAR 
S/o Sh. SHRIRAM AHIRWAR, R/o Hanota Uwari, uldan, 
Banda, Sagar, Madhya Pradesh-470335, declare that name of 
mine and my father has been wrongly written as BALRAM 
SHRI RAM and RENKUA BAT in my 0th (8692282) and 
l2th (26685098) class educational documents. The actual 
name of mine and my father and my mother are BALRAM 
AHIRWAR, SHRIRAM AHIRWAR and RENKA AHIRWAR, 
which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


BALRAM AHIRWAR 
[Signature] 


It is for general information that I, AMANDEEP HANDA 
S/o INDERJEET HANDA, R/o C-38, Second Floor, Double 
Storey, Ramesh Nagar, New Delhi-l005, declare that name 
of mine and my father has been wrongly written as 
AMANDEEP and INDERJEET in my Driving License 


No.DL02020093459. The actual name of mine and my father 
are AMANDEEP HANDA and INDERJEET HANDA 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMANDEEP HANDA 
[Signature] 


It is for general information that I, SIDDHARTH BHARTI 
S/o RAJENDRA SINGH, residing at 784, Khairabad, VTC: 
Sultanpur City, PO: Sultanpur, District: Sultanpur, State: Uttar 
Pradesh, PIN Code: 22800], declare that name of my father 
and my mother has been wrongly written as RAJENDRA 
KUMAR BHARTI and PUSHPA in my l0th class marksheet 
and certificate and name of my father and my mother has 
been wrongly written as RAJENDRA KUMAR BHARTI and 
PUSHPA BHARTI in my |2th class marksheet and certificate 
and name of my father has been wrongly written as 
RAJENDRA KUMAR BHARTI in my Uttar Pradesh Technical 
University Marksheet. The actual name of my father and my 
mother are RAJENDRA SINGH and PUSHPA SINGH 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIDDHARTH BHARTI 
[Signature] 


It is for general information that I, RUPA BISWAS 
D/o AMAL KRISHNA BISWAS, residing at Hutbay, Rabindra 
Nagar, South Andaman District, Vivekandapur, Andaman & 
Nicobar Islands, declare that name of my father has been 
wrongly written as KRISHNA PADA BISWAS in my Birth 
Certificate Registration No. 40/200I, Class !0th Grade sheet 
cum Certificate No. 097228, Class l2th Marksheet 
No. 52343, Class l2th Certificate No. 50330, National 
Eligibility Test for Assistant Professor E-Certificate No. 23D/ 
054 and name of my mother has been wrongly written as 
SANTA BISWAS in my Birth Certificate Registration No. 40/ 
200l, Class l0th Grade sheet cum Certificate No.097228, 
Class |2th Marksheet No. 52343, Class 2th Certificate No. 
50330 and National Eligibility Test for Assistant Professor 
E-Certificate No. 23D/054. The actual name of my father 
and my mother are AMAL KRISHNA BISWAS and 
SANDHYA BISWAS respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RUPA BISWAS 
[Signature] 


Part IV] 


THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 2.3 


It is for general information that I, ANUBHAV KUMAR 
SINGH, son of MANISH SINGH, resident of Gyan Ganga 
Bhawan, Gokul Path, Patel Nagar, Phulwari, L.B.S. Nagar, 
Patna, Bihar- 800023, declare that the name of my father has 
been wrongly written as MANISH KUMAR SINGH in l0th 
Marksheet. The actual name of my father is MANISH SINGH, 
which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANUBHAV KUMAR SINGH 
[Signature] 


It is for general information that I, AMEET PATIL 
S/o SATISH PATIL, R/o H. No.-7-98, Ruda Methri Nagar, 
VTC; Qutubullapur, PO; Kutbullapur, Sub District; 
Qutubullapur, District; K.V. Rangareddy, State Telangana, 
Pin Code-500055, declare that name of mine and my father 
and mother names have been wrongly written as 
PANDURANG AMEET PATIL, PANDURANG SATISH 
PATIL, PANDURANG ASHA PATIL in S.S.C, intermediate, 
Provisional certificate. The actual name of mine and my 
father and mother names are AMEET PATIL and SATISH 
PATIL and PATIL ASHA respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

AMEET PATIL 

[Signature] 


It is for general information that I, VASHI D/o RANBIR, 
R/o Ward No.-07, Sudhiwas (07), PO- Patwan, Dist- Bhiwani, 
Haryana-l27028, declare that name of my father has been 
wrongly written as RANBIR SINGH in my 0th and |2th 
marksheet and certificate. The actual name of my father is 
RANBIR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VASHI 
[Signature] 


It is for general information that | NEMICHAND DEEPAK 
LIDBE S/o DEEPAK LIDBE, R/o Gajanan Mandir Jawal, 5] 
Kolhe Lay Out Darwha Road, VTC- Wadgaon, District- 
Yavatmal, Maharashtra- 44500l, declare that name of mine 
has been wrongly written as LIDBE NEMICHAND DIPAK 
in my l0th marksheet, l0th board certificate, Diploma 
marksheet, Diploma certificate and Degree marksheet and 
Degree certificate. The actual name of mine is NEMICHAND 
DEEPAK LIDBE, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


NEMICHAND DEEPAK LIDBE 
[Signature] 


It is for general information that I, RAVI RANJAN 
KUMAR S/o JAGDISH RAM, R/o Vill. & Post-Bariyariya, 
PS. Sangrampur, Distt. East Champaran, Bihar-845434, declare 
that name of my mother name has been wrongly written as 
SUBANTI DEVI in my |0th and |2th class marksheet. The 
actual name of my mother is SUGANTI DEVI, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVI RANJAN KUMAR 
[Signature] 


It is for general information that I, SAURABH JAIN 
S/o RAMESH KUMAR JAIN, R/o # 263-A, Ajit Nagar, 
Patiala, Punjab-!4700I, declares that the name of my father 
has been wrongly written as RAJ KUMAR JAIN in my 
Passport No. L8347646. The actual name of my father is 
RAMESH KUMAR JAIN, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAURABH JAIN 
[Signature] 


It is for general information that I, AFSAR ALI 
S/o AHMAD SAEED KHAN, R/o 8 4/96, Gali No.-3/I], 
Subhash Vihar, North Ghonda, Garhi Mendu, North East 
Delhi, Delhi-!0053, declare that name of my father has been 
wrongly written as MOHD SAEED KHAN in my |2th Class 
Educational Documents and name of my father has been 
wrongly written as MOHMAD SAEED KHAN in my 
0th Class Educational Documents & OBC Certificate No- 
72575/53/SDM/S.PUR/99. The actual name of my father is 
AHMAD SAEED KHAN, respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AFSAR ALI 
[Signature] 


It is for general information that I, RANJANA 
W/o OMBIR SINGH, residing at RZ-l0, Roshan Garden, 
VTC: Najafgarh, PO: Najafgarh, District: South West Delhi, 
State: Delhi, Pin Code: 0043, declare that name of mine has 
been wrongly written as SURYA in my minor daughter namely 
AMAYA CHAUHAN aged 8 years in her birth certificate 
No. MCDOLIR-0I5-006703589. The actual name of mine is 
RANJANA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANJANA 
[Signature] 


328 THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 


[Part IV 


It is for general information that I, VICHITRA YADAV 
W/o RAVIKANT YADAV, R/o Biran, Distt-Bhiwani, Haryana- 
27I, declare that name of mine and my husband has been 
wrongly written as VICHITRA and RAVIKANT in my minor 
daughter's namely VINITA aged 6 years in her Educational 
Documents. The actual name of mine and my husband are 
VICHITRA YADAV and RAVIKANT YADAV, respectively, 
which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

VICHITRA YADAV 
[Signature] 


It is for general information that I, SHIMLA BISHNOI 
W/o RAKESH KUMAR BISHNOI, R/o Near Masjid, Vill- 
Jottanwali Lohgarh (273), Sirsa, Haryana-!2504, declare that 
name of Mine and my Minor son has been wrongly written 
as SHIMAL and DIPTAKSH in my minor son DIPTAKSH 
BISHNOI, aged about 3 years year, in his birth Certificate. 
The actual name of Mine and my Minor son are SHIMLA 
BISHNOI and DIPTAKSH BISHNOL which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 


SHIMLA BISHNOI 
[Signature] 


It is for general information that I, MAHENDRA 
BARMAN S/o SUBASH CHANDRA BARMAN, residing at 
No. 426, 3rd Cross, Krishna Temple Road, Ist Stage 
Indranagar, Bengaluru, Karnataka-560038, declare that the 
name of mine and my father have been wrongly written as 
AJAY RAY and SUBASH RAY in my Aadhar Card 
No. 208597926247 and Pan Card No. DXYPR2088K. The 
actual name of mine and my father are MAHENDRA 
BARMAN and SUBASH CHANDRA BARMAN, 
respectively, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

MAHENDRA BARMAN 
[Signature] 


It is for general information that I, ARYAN KAUSHIK 
S/o RAMESHWAR KAUSHIK, residing at House ।१०-। 7-3, 
Gali No-2, Dev Kunj, Sec-7, Dwarka, Bagdola, South West 
Delhi, Delhi-!0077, declare that name of mine and my father 
has been wrongly written as MONU and RAMESHWAR in 
my l0th Class Educational Documents. The actual name of 
mine and my father are ARYAN KAUSHIK and 
RAMESHWAR KAUSHIK, respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARYAN KAUSHIK 
[Signature] 


It is for general information that I, PUSHPARAJ SAKET 
S/o LAXMAN PRASAD SAKET, R/o 360, Gram Barhadi, 
Tahseel Raipur Karchuliyan, Rewa, Madhya Pradesh-4864, 
declare that My name is wrongly written as PUSHPRAJ 
SAKET in my aadhar card. my actual name is PUSHPARAJ 
SAKET, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

PUSHPARAJ SAKET 
[Signature] 


It is for general information that I, SIVA LAKSHMI 
KOTESWARAMMA KOTHA D/o JAGANNADHA REDDY 
and W/o RIKKALA SATYANARAYANA REDDY, 
R/o H. No. I-l878A, Velamapalem Street, Srikalahasti, Tirupati 
(A.P.) - 57644, declare that name of mine has been wrongly 
written as SLKOTESWARAMMA KOTHA in my |0th and 
l2th certificates and K SIVALAKSHMI KOTESWARAMMA 
in PAN Card. That name of my father has been wrongly 
written as JAGANADHAREDDY KOTHA in my PAN Card. 
The actual name of mine and my father is SIVA LAKSHMI 
KOTESWARAMMA KOTHA and JAGANNADHA REDDY 
respectively, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

SIVA LAKSHMI KOTESWARAMMA KOTHA 
[Signature] 


It is for general information that I, DHARAVATH 
VENKANNA S/o DHARAVATH LAKMA, residing at House 
Number-3-2, Polepalle, Matair, Warangal, Thorrur, Andhra 
Pradesh-50663, declare that the name of mine and my wife 
have been wrongly written as DARAVATH VENKAT and 
DARAVATH SRIDEVI in my minor son DARAVATH 
VEDAVYAS aged |7 years in his Birth Certificate No. 5006- 
B-946462. The actual name of mine and my wife are 
DHARAVATH VENKANNA and DHARAVATH SRIDEVI 
respectively, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

DHARAVATH VENKANNA 
[Signature] 


It is for general information that I, SANDEEP 
SAKHARAM ADHAV son of SAKHARAM ADHAV, 
employed as High Skilled-I in Ammunition Factory Khadki, 
शिप्रा-4] [003, residing at Flat No. 8-25, Lokpriya Nagri, 
Dhanori Road, Vishrantwadi, Dighi Camp, Pune - 40]5, 
declare that name of mine has been wrongly written as 
ADHAV SANDIP SAKHARAM in my service book and 
educational documents. The actual name of mine is 
SANDEEP SAKHARAM ADHAV which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

SANDEEP SAKHARAM ADHAV 
[Signature] 
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It is for general information that I, BIPIN KUMAR 
CHAUDHARY S/o RAM SHANKAR CHAUDHARY, 
R/o H.No.-RZF, 20A, Gali No.-4lB, Sadh Nagar Part-II, Palam 
Village, Delhi-0045, declare that name of mine, my wife and 
my minor son has been wrongly written as BIPIN KUMAR 
CHOUDHARY, VANDANA CHOUDHARY and AMIT 
KUMAR CHOUDHARY in my minor son AMIT KUMAR 
CHAUDHARY, aged |4 Years in his school records. The 
actual name of mine, my wife and my minor son are BIPIN 
KUMAR CHAUDHARY, VANDANA CHAUDHARY and 
AMIT KUMAR CHAUDHARY respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIPIN KUMAR CHAUDHARY 
[Signature] 


It is for general information that I, PAPUKOLLU 
VENKATA KARTHEEK S/o P VEERABHADRESWARA 
SHARMA, R/o 20-ll, Shraddha Garden, Gawade 
Colony, Opp-Tata Motors Chinchwad, Pune City, Pune, 
Maharashtra-4033, declare that name of Mine has been 
wrongly written as PAPUKOLLU KARTHEEK in my minor 
daughter PAPUKOLLU DAKSHIKA, aged about 2 years, In 
her birth Certificate. The actual name of Mine is 
PAPUKOLLU VENKATA KARTHEEK, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


PAPUKOLLU VENKATA KARTHEEK 
[Signature] 


It is for general information that I, MD SADIK ANWAR 
S/o MD SAHID, R/o 05, Naya Tola Bhalni, Naya Tola Bhalni, 
Shisho Dih, Sadar, Darbhanga, Bihar- 846005, declare that 
name of my father has been wrongly written as MD KASID 
in my all educational documents and PAN Card 
No.- CUXPA9837Q and AADHAR Card No.- 74857760507. 
The actual name of my father is MD SAHID, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MD SADIK ANWAR 
[Signature] 


It is for general information that I, DHARMENDRA 
BARIYA S/o MOHAN, R/o Gram Kaneriya, Khurdee, Manpur, 
Tehsil Mhow, Indore, Madhya Pradesh- 45366]. declare that 
name of Mine has been wrongly written as DHARMENDRA 


in my Service Record. The actual name of Mine is 
DHARMENDRA BARITYA, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHARMENDRA BARIYA 
[Signature] 


It is for general information that I, GUGULOTHU RADHA 
BAI W/o GUGULOTHU MANOJLAL, residing at -7-235/3, 
Revenue Colony, Ramalayam Temple, Subedari, Hanamkonda 
Mandal, Hanumakonda, Telangana-50600, declare that the 
name of mine has been wrongly written as GUGULOTHU 
NAVYASRI in my minor son GUGULOTHU PRITAM 
SIDDHARTH aged 3 years in his Birth Certificate 
No. 50!06-B-268607. The actual name of mine is 
GUGULOTHU RADHA BAI, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GUGULOTHU RADHA BAI 
[Signature] 


It is for general information that I, RAVINA DEVI 
W/o DHARAMVIR VATS, R/o H.No.777/2, Mundka, West 
Delhi, Delhi-!004I, declare that name of mine has been 
wrongly written as RAVINA VATS in my minor son KARTIK 
VATS aged 6 years in his |0th Class Mark Statement cum 
Certificate. The actual name of mine is RAVINA DEVI, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAVINA DEVI 
[Signature] 


It is for general information that I, SANGEETA KUMARI 
W/o DHARMENDRA KUMAR, D/o BALESHWAR 
PRASAD, R/o S K 4-53, Sindri, Saharpura, Sindri, Sindri, 
Dhanbad, Jharkhand- 828]22, declare that name of my father 
has been wrongly written as B PRASAD in my l0th CBSE 
marksheet and certificate. The actual name of my father is 
BALESHWAR PRASAD, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

SANGEETA KUMARI 

[Signature] 
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It is for general information that I, MAHENDRA PURI 
GOSWAMI S/o GAJENDRA PURI GOSWAMI, R/o Ward 
No. |0 Goswami Mohalla, Gulabbadi, Mahar Khurd, Jaipur, 
Rajasthan - 303806, declare that name of mine has been 
wrongly written as MAHENDRA PURI in my l0th class 
marksheet cum certificate. The actual name of mine is 
MAHENDRA PURI GOSWAMI, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHENDRA PURI GOSWAMI 
[Signature] 


It is for general information that I, DOLLY ARORA 
D/o RAJESH ARORA, R/o H.No. 3F Aram Bagh, Paharganj 
Central Delhi-!0055, declare that name of my mother has 
been wrongly written as NEERU ARORA in 79 ०0७55- 00 
marksheet and certificate educational documents. The actual 
name of my mother is NARINDER KAUR respectively, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DOLLY ARORA 
[Signature] 


It is for general information that I, HIRA BALLABH 
PANT S/o DURGA DUTT PANT, residing at RZF-760A/4 
Gali No.-3, Raj Nagar Part-2 Palam Colony, South West 
Delhi, Delhi-0077, declare that name of mine and my wife 
has been wrongly written as HIRA BALLABH and HEMA 
in my PPO. No. S/4844/200l(ARMY). The actual name of 
mine and my wife are HIRA BALLABH PANT and HEMA 
PANT respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


HIRA BALLABH PANT 
[Signature] 


It is for general information that I, AVTAR SINGH 
S/o AMARJIT SINGH, R/o 42/6, Gokal Nagar, Near Shiv 
Shakti Mandir, Hoshiarpur, Punjab-!4600], declare that name 
of my mother has been wrongly written as MATI SEWA 
KOUR in my Passport No. M5306830. The actual name of 
my mother is SEWA KAUR, which may amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AVTAR SINGH 
[Signature] 


It is for general information that I, DOLESWARI NAG 
D/o JAGANNATH NAG, R/o Kantabanji, Balangir, Odisha- 
767039, declare that name of mine, my father and my mother 
has been wrongly written as DOLESWARI BHOI, GIRI BHOI 
and GOURI BHOI in my educational documents. The actual 
name of mine, my father and my mother is DOLESWARI 
NAG, JAGANNATH NAG and SOBHAGINI BAG, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DOLESWARI NAG 
[Signature] 


It is for general information that I, MEHAK 
D/o KHUSHAL CHAND, permanently residing at 
H.No.-703 A/I2, Street No. 2, Fategarh Mohalla, Bagga 
kalan, Ludhiana-4008, declares that my father's name has 
been wrongly written as KUSHWINDER KUMAR in my 
birth certificate, matriculation certificate, senior secondary 
certificate and bachelor degree. The actual name of my 
father is KHUSHAL CHAND, which must be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MEHAK 
[Signature] 


It is for general information that I, YOGESH THAKUR 
S/o KANWAR BRAHAM SINGH, R/o BD-3- B, Shalimar 
Bagh, Delhi-!0088, declare that name of my father has been 
wrongly written as K BRAHAM SINGH in my voter ID 
No. ZFK2258002 and K. B. SINGH in my Driving License 
No. DLO8 2006948742 and my educational documents. The 
actual name of my father is KANWAR BRAHAM SINGH, 
which may be amended accordingly 


It is certified that I have complied with other legal 
requirements in this connection. 


YOGESH THAKUR 
[Signature] 


It is for general information that I, Smt. ANURADHA 
RAJAGOPALAN IYER wife of RAJAGOPALAN 
VENKATRAMAN IYER, residing at behind KEM Hospital, 
304 Sampada Nagari 307, Somwar Peth Pune l, Pune City, 
Kasba Peth, Pune-4l0l!, Maharashtra State, declare that 
name of mine has been wrongly written as Smt. ANURADHA 
RAJAGOPALAN in my service book. The actual name of 
mine is Smt. ANURADHA RAJAGOPALAN IYER 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


Smt. ANURADHA RAJAGOPALAN IYER 
[Signature] 
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It is for general information that I, RAMCHANDRA 
S/o BACHAA LAL, R/o Paltipur, Andawa, Shahjadpur 
Kachhar, Kaushambi, Shahjadpur ED, Uttar 80९5॥-2 2204, 
declare that name of my father has been wrongly written as 
RAM KRIPAL in my Aadhar Card-209253090420 and Pan 
Card EYHPR3063R. The actual name of my father is BACHAA 
LAL, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMCHANDRA 
[Signature] 


It is for general information that I, VANSHIKA SINGH 
D/o DIWAN SINGH, residing at Dadupur Roran, PO-Sirsi, 
Karnal, Haryana-3200], declare that the name of my mother 
has been wrongly written as RITU SINGH in my CBSE Class 
l0th and |2th Educational Documents. The actual name of 
my mother is REETU, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VANSHIKA SINGH 
[Signature] 


It is for general information that I, ANUSHKA RASTOGI 
D/o INDRA KUMAR VARMA, R/o H.No. 65, C Block, Post 
Office Wali Gali, Shyam Nagar, Kanpur (UP)-20803, declare 
that name of my father and my mother has been wrongly 
written as INDRA KUMAR and LEENA in my Class l0th 
Marksheet of CBSE Board. The actual name of my father 
and my mother are INDRA KUMAR VARMA and LEENA 
VARMA respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANUSHKA RASTOGI 
[Signature] 


It is for general information that I. MAHENDER SINGH 
S/o CHHOTE LAL R/o H. No.-7, Block-B, Vijay Nagar 
Colony, Bawana, Delhi-!!0039, declare that name of mine 
has been wrongly written as MAHENDAR SINGH in my 
PPO No. S/0Z030/993. The actual name of mine is 
MAHENDER SINGH, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MAHENDER SINGH 
[Signature] 


It is for general information that I, SIDDHARTH 
S/o SURENDER KUMAR, R/o H.No.-239 Gharonda Neem ka 
Banger Shamas pur, East Delhi-009I, declare that name of 


my father has been wrongly written as SURENDER in my 
l0th-class and |2th-class marksheet cum certificate 
educational documents. The actual name of my father is 
SURENDER KUMAR respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIDDHARTH 
[Signature] 


It is for general information that I, MALLA SRIKANTH 
S/o MALLA VISWANADHAM, R/o D.No. 3-56-7/I], Flat 
No. 303, Balaji Heights, Saimon Nagar, Kurmannapalem, 
Vadlapudi, Visakhapatnam-530046, Andhra Pradesh, declare 
that name of my father has been wrongly written as 
MALLESWARA RAO in my Educational Documents and 
Driving License. The actual name of my father is MALLA 
VISWANADHAM, which may be amended accordingly 


It is certified that I have complied with other legal 
requirements in this connection. 


MALLA SRIKANTH 
[Signature] 


It is for general information that I, SHIVAM SINGH 
BAGHEL S/o RAMESH SINGH, R/o B65/A, Street No. 2, 
Shiv Vihar, Phase 0, Karawal Nagar, North East Delhi, Delhi- 
0094, declare that name of my father and my mother have 
been wrongly written as RAMESH SINGH BAGHEL and 
SAVITA in my educational documents. The actual names of 
my father and my mother are RAMESH SINGH and SAVITA 
DEVI respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SHIVAM SINGH BAGHEL 
[Signature] 


It is for general information that I, CHICHODI. 
NAGESWARA RAO son of Shri BAJARU employed as 
Technician/F, Heavy Water Plant, Manuguru, Department of 
Atomic Energy, Govt. of India, residing at 2-3/[ Gondigudem, 
Aswapuram Mandal, Bhadradri Kothagudem Dist, Telangana, 
declare that name of my wife has been wrongly written as 
CHICHODI RAMAMMA in my service records. The actual 
name of my wife is CHICHODI RAMAKKA, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHICHODI. NAGESWARA RAO 
[Signature] 
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It is for general information that I, SAGAR RATHOD 
S/o LOKU RATHOD, residing at Baratagi LT No. 
3A, Vijayapura, Karnataka-5860], declare that name of mine 
and my mother has been wrongly written as SAGAR and 
VIMALA, respectively in my educational documents and 
other records/government IDs, and that name of mine and 
my mother has been wrongly written as SAGAR and 
VIMALA respectively, in my Passport No. T0537069. The 
actual name of mine and my mother are SAGAR RATHOD 
and VIMALA RATHOD respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAGAR RATHOD 
[Signature] 


It is for general information that I, LAKHVINDER SINGH 
S/o AMARJIT SINGH, R/o 02, Bani Prasad Mohalla, Old 
Hamida, Yamuna Nagar-l3500, Haryana- India, declare that 
name of my wife has been wrongly written as SIMRANJIT 
KAUR in my Passport No. H439307. The actual name of my 
wife is SONIA KAUR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAKHVINDER SINGH 
[Signature] 


It is for general information that I, MANJIT KAUR 
D/o MANU LAL, residing at House No. !2, Near High 
School, Village Rani Majra, Tehsil Kharar, Distt. S.A.S. Nagar 
(Mohali), Punjab-4090, declare that name of my father has 
been wrongly written as MUNI LAL in my |0th, Educational 
documents and MUNNI LAL in my |0+2 certificate and 
Punjab University detailed marks certificate documents. The 
actual name of my father is MANU LAL respectively, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJIT KAUR 
[Signature] 


It is for general information that I, MOHIT KOHLI 
S/o RANJEET KUMAR, residing at Plat No. 45 Sec. B, Flat 
No. 30l, Satyam Avenue, Shivdham Colony, Limbodi, Indore, 
Madhya Pradesh-45200I, declare that name of my father has 
been wrongly written as RANJEET SINGH in my 0th class 
Educational Documents and name of my father and mother 
has been wringly written as RANJEET KOHLI and RAJNI 
KOHLI in my 2th class and BCA Certificate. The actual 


name of my father and my mother are RANJEET KUMAR 
and RAJNI KUMARI respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHIT KOHLI 
[Signature] 


It is for general information that I, ARUN S/o KAPTAN 
SINGH, residing at Mangoli Jattan (3l), Kurukshetra 
Haryana-l3656, declare that name of my father and my 
mother has been wrongly written as KAPTAN and VEENA 
in my |0th Educational Documents. The actual name of my 
father and my mother are KAPTAN SINGH and VEENA 
DEVI respectively which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARUN 
[Signature] 


It is for general information that I, ANIKET KUMAR 
S/o BIPIN CHANDRA NANDI, R/o Shivpuri Colony, 
Ishakchak, Near Gayatri Mandir, Jagdishpur, Bhagalpur, 
Bihar-8!200l, declare that name of mine has been wrongly 
written ADARSH BHARTI in my l0th and [20 CBSE 
Marksheet cum certificate. The actual name of mine is 
ANIKET KUMAR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANIKET KUMAR 
[Signature] 


It is for general information that I, TAMLUK SRINIVAS 
RAO S/o Late TAMLUK APPA RAO, employed as Technician 
Gr-II, holding Ticket No. 2368, in Shop No. 2, S.E. Railway 
ERS-POH Workshop, PO & PS: Kharagpur (T), Dist: Paschim 
Medinipur (WB), under Dy. Chief Electrical Engineer (ERS- 
POH), S.E. Railway, ERS-POH Workshop, Kharagpur, PO & 
PS: Kharagpur (T), Dist: Paschim Medinipur, (West Bengal) 
and residing at Qrs. No: l/OS/35, Unit No. 24, Dhansing 
Maidan, Old Settlement, PO & PS: Kharagpur(T), Dist: 
Paschim Medinipur (WB), PIN- 7230], declare that the name 
of mine has been wrongly written as T. SRINIVAS RAO, in 
my Railway Service records. The actual name of mine is 
TAMLUK SRINIVAS RAO, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


TAMLUK SRINIVAS RAO 
[Signature] 
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It is for general information that I, IMTIYAZ AHAMAD 
K S/o ABDUR KAREEM, R/o 356, 3rd Stage Kesare Mysore 
mysur, Karnataka-570007, declare that name of mine and my 
father has been wrongly written as K IMTITYAZ AHMED 
and H ABDUL KARIM in my service documents. The actual 
name of mine and my father are IMTIYAZ AHAMAD K and 
ABDUR KAREEM respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


IMTIYAZ AHAMAD K 
[Signature] 


It is for general information that I, SARITA RAY 
W/o DEBENDRA PRASAD YADAV, R/o Gwalapada, 
Lamtibahal, Brajrajnagar, Jharsuguda, Odisha-76826, declare 
that name of my husband and my minor son has been 
wrongly written as LAL BABU RAY and SONU RAY, 
respectively in my minor son HARISH PRASAD YADAV, 
aged l7 years in his l0th Class School Certificate Cum 
Marksheet. The actual name of my husband and my minor 
son are DEBENDRA PRASAD YADAV and HARISH 
PRASAD YADAV respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

SARITA RAY 

[Signature] 


It is for general information that I, DEEPAK VERMA 
S/o ASHOK KUMAR VERMA, R/o L-l, House No.-2246, 
Gali ०.-3, Sangam Vihar, Deoli, South Delhi-0080, declare 
that name of my mother has been wrongly written as SARLA 
DEVI in my 0th class certificate and marksheet that name 
of my father has been wrongly written as ASHOK KUMAR 
in my | 2th class certificate and marksheet. The actual name 
of my mother are SARITA DEVI and ASHOK KUMAR 
VERMA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DEEPAK VERMA 
[Signature] 


It is for general information that I, BJIENDER SINGH 
S/o BHALIA, R/o Alawla (65), Karnal, Haryana-!32036, 
declare that name of mine has been wrongly written as 
BIJENDER KUMAR in my minor son SUSHIL, aged about 
[7 years year, in his l0th class certificate. The actual name 
of mine is BIJENDER SINGH, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 


BIJENDER SINGH 
[Signature] 


It is for general information that I, GAGANDEEP KAUR 
DEVGAN D/o VIKRAMJEET SINGH DEVGAN, R’/o Ikolahi, 
Ludhiana, Punjab-!440I, declare that name of my father 
and my mother has been wrongly written as SWARAN 
SINGH DEVGAN and HARMEET KAUR DEVGAN in my 
Education Documents . The actual name of my father and 
my mother are VIKRAMJEET SINGH DEVGAN and JATINDER 
KAUR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAGANDEEP KAUR DEVGAN 
[Signature] 


It is for general information that I, DATTATRAY VITTHAL 
BALKAWADE S/o VITTHAL LAXMAN BALKAWADE, 
employed as Master Craftsman in Ammunition Factory 
Khadki, Pune-4003, is residing at House No. 88, Navale 
Wada, near old Government Chawadi, Kothrud, Pune-4038, 
declare that the name of mine has been wrongly written as 
DATTATRAY VITHAL BALKAWADE in my service book. 
The actual name of mine is DATTATRAY VITTHAL 
BALKAWADE, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DATTATRAY VITTHAL BALKAWADE 
[Signature] 


It is for general information that I, SARVJEET SINGH son of 
BALKAR SINGH, R/o VPO Bapa, Tehsil Radaur, District 
Yamuna Nagar, Haryana-3533, India, declare that name of 
my mother has been wrongly written as GOGI in my l0th 
Class educational documents. The actual name of my mother 
is GURJEET KAUR, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SARVJEET SINGH 
[Signature] 


It is for general information that I, SAMSUL ARAFIN 
SIDDIQUE S/o MOSTA FIZUR RAHAMAN, residing at 
Khaspur, Barddhaman, West Bengal-7330I, declare that the 
name of my father has been wrongly written as MUSTAFIJUR 
RAHAMAN SIDDIQUE in my NIOS class |2th, WBBSE 
class l0th Educational Documents and Passport No. 
P9334280. The actual name of my father is MOSTA FIZUR 
RAHAMAN, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAMSUL ARAFIN SIDDIQUE 
[Signature] 
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It is for general information that I, SIMRAN W/o RAJENDER 
SINGH , R/o 238, Ward No.-04, Birkhan Patti, Cheeka, Kaithal, 
Haryana-|36034, declare that name of mine has been wrongly 
written as SEEMA RANI in my minor son VANSH, aged 
about [7 years, in his l0th Class Certificate. The actual 
name of mine is SIMRAN, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIMRAN 
[Signature] 


It is for general information that I, MOHAMMAD 
INAMUL HAQUE S/o ABDUL WAHID, residing at House 
No.-950, Gali No.-l2 Near Makki Masjid, New Mustafabad, 
Mustafabad, PO: Gokal Puri, Delhi-!0094, declare that the 
name of my father has been wrongly written as ABDUL 
RAJAK in my Voter Id Card No. XCN2490489 and as ABDUL 
RAZZAQ in my PAN Card No. APQPH38I6L and Passport 
No. Y296304. The actual name of my father is ABDUL 
WAHID, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD INAMUL HAQUE 
[Signature] 


It is for general information that I, NIKHIL GOYAL 
S/o DEEPAK KUMAR GOYAL, residing at C-95, JJ Colony 
Khanpur, Dr. Ambedkar Nagar, PO: Pushpa Bhawan, 
Delhi-!0062, declare that the name of mine, my father and 
mother have been wrongly written as NIKHIL, DEEPAK 
KUMAR and POONAM in my Birth Certificate No. 
MCDOLR060999 and name of my father and mother have 
been wrongly written as DEEPAK AGGARWAL and 
POONAM AGGARWAL in my CBSE Class 0th and |2th 
Educational Documents. The actual name of mine, my father 
and mother are NIKHIL GOYAL, DEEPAK KUMAR GOYAL 
and POONAM GOYAL respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


NIKHIL GOYAL 
[Signature] 


It is for general information that I, PRADEEP KUMAR 
JAYSWAL S/o Shri JAGARNATH JAYSWAL, R/o Qtr. No.P- 
37/30, Piru Vihar, Delhi Cantt, Delhi-!l000, declare that 
name of mine has been wrongly written as P.K JAYSWAL 
in my minor daughter namely AYUSHI JAYSWAL age 
[7 years in his l0th class marksheet cum certificate educational 
documents. The actual name of mine is PRADEEP KUMAR 
JAYSWAL respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


PRADEEP KUMAR JAYSWAL 
[Signature] 


It is for general information that I, ARUMUGAM M 
S/o MOOKANDI, R/o No. 3A, Vignesh Nagar, SIHS Colony, 
Coimbatore Aerodrome, Coimbatore, Tamilnadu-6404, 
declare that name of mine has been wrongly written as 
ARUMUGAM MURUGAN in my |0th class marksheet and 
Polytechnic TC, and name of my father has been wrongly 
written MURUGAN in my Polytechnic TC. The actual name 
of mine and my father are ARUMUGAM M and MOOKANDI 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARUMUGAM M 
[Signature] 


It is for general information that I MD SHAHBAZ 
SHAKIL S/o MD SHAKIL AHMAD, permanent R/o Moh- 
Banoulia, Ward No.-32, Bichli Aran, Biharsharif, Nalanda, 
Bihar-8030I and currently residing at G-43, Kalindi Kunj, 
Shaheen Bagh, Abdul Fazal Enclave-I, South Delhi, Delhi- 
0025, declare that name of mine and my father have been 
wrongly written as MD SHAHBAZ SHAKEEL and MD 
SHAKIL AKHTER in my |0th class Certificate; as MD 
SHAHBAZ SHAKIL and MD SHAKIL AKHTER in my Voter 
Card No. NWD440964; as MOHAMMAD SHAHBAZ 
SHAKEEL and MOHAMMAD SHAKIL AKHTER in my 
Passport No. K4094609, and as MOHAMMAD SHAHBAZ 
SHAKIL and MOHAMMAD SHAKIL AKHTER in my PAN 
Card No. EHYPS97K. The actual name of mine and my 
father are MD SHAHBAZ SHAKIL and MD SHAKIL 
AHMAD respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MD SHAHBAZ SHAKIL 
[Signature] 


It is for general information that I, ANITA BAI 
W/o Late BHAGWAT PRASAD RAIKWAR, employed as 
Labour (Semi Skilled), Personal No.!639 in Yard & Estate 
Section of Gun Carriage Factory, Jabalpur (M.P.) 4820I], 
residing at House No. 72/3, Nai Basti No.2, Om Nagar, 
Amkhera Road, Gohalpur, Jabalpur (M.P.) 48200I, declare 
that name of mine has been wrongly written as ANITA BAI 
RAIKWAR in my Service Records. The actual name of mine 
is ANITA BAI, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANITA BAI 
[Signature] 
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It is general information that I, NAVPREET KAUR ALANG 
W/o BRIG NAVPREET SINGH ALANG and daughter of 
KULJIT SINGH KATARI, resident of H.No. 090, Sector 39-B, 
Chandigarh, P.O. Sector-36, Chandigarh, Chandigarh-60036, 
declare that name of my father and my mother has been 
wrongly written as KULJEET SINGH KATARI and RANJEET 
KAUR KATARI in my Passport No.- L285854. The actual 
name of my father and my mother is KULJIT SINGH KATARI 
and RANJIT KAUR KATARI respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


NAVPREET KAUR ALANG 
[Signature] 


It is for general information that I, PUSHPRAJ DUBEY 
S/o RAMSAROVAR DUBEY, R/o Chori, Katni, Madhya 
Pradesh-483775, declare that name of mine and my father 
have been wrongly written as PUSP RAJ TRIVEDI and 
RAM SAROVER in my |0th class educational documents. 
The actual name of mine and my father are PUSHPRAJ 
DUBEY and RAMSAROVAR DUBEY, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


PUSHPRAJ DUBEY 
[Signature] 


It is for general information that I, VARINDER PALL 
S/o MOHINDER SINGH, R/o H.No-|800-!80I- Bl, Khasra 
No-82/5/2-74/25, Kongposh Tiranthakar Jain Nagar, Karala, 
North West Delhi, Delhi-!008, declare that name of mine 
and my father have been wrongly written as VIRENDRA 
PAL and MAHENDRA SINGH in my Driving Licence No.- 
UP25 9980026747. The actual name of mine and my father 
are VARINDER PALL and MOHINDER SINGH respectively, 
which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


VARINDER PALL 
[Signature] 


It is for general information that I, AMIT KANNOJIYA 
S/o CHANDRAPAL, residing at Plot No.-267/7, Vaishali 
Sector-l, I. E. Sahibabad, Ghaziabad, Uttar Pradesh-2000, 
declare that the name of my father has been wrongly written 
as CHANDRALAL PAL KANNOJIYA in my CBSE class 
0th and I2th Educational Documents. The actual name of my 
father is CHANDRAPAL, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KANNOJTYA 
[Signature] 


It is for general information that I, ANKUSH S/o SUNIL 
KUMAR, R/o House No. 70, Ward, No. 06 Yadav Chopal, 
Jamawari, Jamawari (22) Hisar, Haryana-25033, declare that 
name of my father has been wrongly written as SUNIL in my 
l0th and |2th Class education document. The actual name 
of my father is SUNIL KUMAR, which may be amended 
accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

ANKUSH 
[Signature] 


It is for general information that I, ASHOK KUMAR 
DAHIYA S/o ATTAR SINGH, R/o H.No.-242, Ward No.-9, 
Poli Panna, Malha Majra(230), Sonipat, Chhetra, Bhahadurpur, 
Haryana-3003, declare that name of mine has been wrongly 
written as ASHOK KUMAR in my Service Book. The actual 
name of mine is ASHOK KUMAR DAHIYA respectively, 
which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 

ASHOK KUMAR DAHTYA 
[Signature] 


It is for general information that | MOHAMMAD FAISAL 
S/o MASHA ALLAH, R/o 228, Basti Khwja Mir Dard Taigore 
Road Zakir Hussian College, Darya Ganj, Central Delhi- 
0002, declare that name of mine and my father have been 
wrongly written as MOHD FAISAL and INSHAH ALLAH 
in my PAN Card No. 3५॥९०763]37 The actual name of mine 
and my father ace MOHAMMAD FAISAL and MASHA 
ALLAH respectively, which may be amended accordingly. 

It is certified that I have complied with other legal 
requirements in this connection. 


MOHAMMAD FAISAL 
[Signature] 


It is for general information that I, NITU RAJAK 
D/o DWARKA RAJAK, R/o 38A/I6 Jyotish Roy Road, l7 
Behala, South Paraganas, New Alipore, Kolkata, West Bengal 
-700053, declare that name of mine and my father have been 
wrongly written as NITU KUMARI and SWARIKA RAJAK 
in my |0th class marks sheet Reg.No-025-04-04002-02 and 
as NITU KUMARI and DWARIKA RAJAK in my 2th class 
educational documents and my name has been wrongly 
written as NITU KUMARI in my Bachelor's Degree 
educational Documents and name of my father has been 
wrongly written as DWARAKA RAJAK in my cast certificate 
No.24745. The actual name of mine and my father are NITU 
RAJAK and DWARKA RAJAK respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

NITU RAJAK 

[Signature] 
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It is for general information that I, ARUN S/o HARI 
SINGH, R/o F-89, Shakur Pur, J J Colony, North West Delhi, 
Delhi-!0034, declare that name of my mother has been 
wrongly written as MEERA DEVI in my |0th and |2th Class 
Educational Documents. The actual name of my mother is 
MEENA DEVI respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ARUN 
[Signature] 


It is for general information that I, RADHE SHYAM 
THAKUR S/o RAM SNEHI THAKUR, R/o LE/C, 2nd Floor, 
Banke Lal Market, Near Satish Ata Chakki, Badarpur, South 
Delhi, Delhi-0044, declare that name of mine and my father 
have been wrongly written as RADHEY SHYAM and 
Sh.RAM SNEHI in my Driving Licence No. DLO] 
20040025592. The actual name of mine and my father are 
RADHE SHYAM THAKUR and RAM SNEHI THAKUR 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RADHE SHYAM THAKUR 
[Signature] 


It is for general information that I, TANISH KUMAR 
S/o VIKRAM SINGH, R/o P.O. Malik Pur, Sarang Pur, South 
West Delhi, Delhi-l!0073, declare that name of my father 
has been wrongly written as VIKRAM in my l0th and 
2th Class Educational Documents. The actual name of my 
father is VIKRAM SINGH respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


TANISH KUMAR 
[Signature] 


It is for general information that I, ROHIT GUPTA 
S/o LAXMI PRASAD GUPTA, R/o Upper Bazar Pyada Toli, 
Gupta Tent House Ranchi GPO Ranchi, Jharkhand-83400], 
declare that name of my father has been wrongly written as 
LAXMAN PRASAD in my l0th and [20॥ educational 
documents. The actual name of my father is LAXMI 
PRASAD GUPTA, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

ROHIT GUPTA 

[Signature] 


It is for general information that I, MANOJ ARYA 
S/o OM PRAKASH ARYA, R/o Z-8, Prem Nagar 2nd, Near 


Durga Chowk, Suleman Nagar, Sultanpuri C Block, North 
West Delhi, Delhi-!l0086, declare that name of mine and my 
father have been wrongly written as MANOJ KR JHAROTIA 
and O P JHAROTIA in my Driving License No. DL- 
04200026548 and name of my father has been wrongly 
written as O P ARYA in my Voter ID Card No. UDL686793. 
The actual name of mine and my father are MANOJ ARYA 
and OM PRAKASH ARYA, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANOJ ARYA 
[Signature] 


It is for general information that I, ANKUR KUMAR 
S/o MANOJ KUMAR, R/o Mitauli, Kheri, Uttar Pradesh- 
262727, declare that name of mine and my father has been 
wrongly written as ANKUR KUMAR RATHAUR and 
MANOJ KUMAR RATHAUR in my Bachelor of Technology 
in Electronic and Communication Engineering. The actual 
name of mine and my father are ANKUR KUMAR and 
MANOJ KUMAR respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANKUR KUMAR 
[Signature] 


It is for general information that I, ANJU YADAV 
W/o Shri MANOJ KUMAR, R/o 84-C Block D4, LI G Flat, 
Udyog Vihar, Sector-82 Noida Gautam Buddha Nagar, Uttar 
Pradesh-2030, declare that name of mine has been wrongly 
written as ANJU in my minor daughter namely PRAGYA 
YADAV aged |3 years in her school record. The actual name 
of mine is ANJU YADAV, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANJU YADAV 
[Signature] 


It is for general information that I, DHRUV CHAWLA 
S/o Late PARDEEP KUMAR CHAWLA, R/o A/62, A-Block, 
Near Canara Bank, Shastri Nagar, Ashok Vihar, North West 
Delhi-l0052, declare that name of my father has been 
wrongly written as PRADIP CHAWLA in my 0th class 
educational documents. The actual name of my father is 
PARDEEP KUMAR CHAWLA, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DHRUV CHAWLA 
[Signature] 
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It is for general information that I, SANJEEV KUMAR 
S/o Shri R.K. SINGH, R/o 433/7, Kotla Mubarakpur, Lodhi 
Road, South Delhi, Delhi-l!0003, declare that name of mine 
and my wife has been wrongly written as SANJEEV KUMAR 
SINGH and SWEETY SINGH in my minor daughter 
AKSHITA KUMARI, aged |4 years in her Educational 
Documents. The actual name of mine and my wife are 
SANJEEV KUMAR and SWEETI respectively, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SANJEEV KUMAR 
[Signature] 


It is for general information that I, ANOOP KUMAR 
SHUKLA S/o UPENDRA KUMAR SHUKLA, R/o Mahari 
Khawan, Gandhinagar, Khirawahan, Basti, Uttar Pradesh- 
27200I, declare that name of my father has been wrongly 
written as UPENDRA NATH SHUKLA in my service record 
and l0th class marksheet and certificate. The actual name of 
my father is UPENDRA KUMAR SHUKLA, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ANOOP KUMAR SHUKLA 
[Signature] 


It is for general information that I, SIMARDEEP KAUR 
D/o HARDEEP SINGH, R/o #96-A, Dashmesh Nagar, 
Bhawanigarh, Sangrur, Punjab-!48026, declare that name of 
my father and mother has been wrongly written as HARDEEP 
and JAGDEEP in my [00॥ class Education Documents. The 
actual name of my father and my mother are HARDEEP 
SINGH and JAGDEEP KAUR respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SIMARDEEP KAUR 
[Signature] 


It is for general information that I, POORAN SINGH 
S/o NANNOO SINGH, R/o H.No.-3, Basant Gaon, Delhi- 
0057, declare that name of mine has been wrongly written 
as POORAN SINGH RAJPOOT in my PPO No. 08/4/B/ 
4984/2007 and discharge book. The actual name of mine is 
POORAN SINGH, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


POORAN SINGH 
[Signature] 


It is for general information that I, BHAWNA SOANWAL 
D/o Sh. MADAN LAL, R/o H.No. I-6/563, Street No. 6, 
Bapa Nagar, Karol Bagh, Central Delhi, Delhi-!0005, declare 
that name of mine has been wrongly written as BHAWANA 
in my Caste Certificate No. 8(/02/32/3678/0/॥/2006/ 5445. 
The actual name of mine is BHAWNA SOANWAL, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


BHAWNA SOANWAL 
[Signature] 


It is for general information that I, GAURAV S/o JAI 
PARKASH, Ro Village-Chillar, Chillar (259), Rewari, Haryana- 
22502, declare that name of my father has been wrongly 
written as JAIPRAKASH in my all Educational Documents. 
The actual name of my father JAI PARKASH, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GAURAV 
[Signature] 


It is for general information that I, DANISH S/o ZAHIR 
AHMED, R/o L-2, 924, Gali No-9, Sangam Vihar, Delhi-!0062, 
declare that name of mine and my father has been wrongly 
written as DANISH AHMED and JAHIR AHMED in my Pan 
Card No. 38078 | 2097. The actual name of mine and my 
father are DANISH and ZAHIR AHMED respectively, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


DANISH 
[Signature] 


It is for general information that I, RAHUL GUPTA 
S/o Late MOTI LAL, R/o M-l60, Gali No.l0, Shastri Nagar, 
Delhi-!!0052, declare that name of mine and my wife has 
been wrongly written as RAHUL and SHALU in my minor 
daughter RASHI GUPTA, aged 3 years and my minor son 
SHRIYANSH GUPTA, aged I] years in his school records. 
The actual name of mine and my wife are RAHUL GUPTA 
and SHALINI GUPTA respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

RAHUL GUPTA 

[Signature] 
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It is for general information that I, RAMESH CHAND 
S/o CHIMMAN LAL, Ro H.No.-76], Bhoor, Jaiwant Nagar, 
Dhanmukhi Nagar Thana Kotwali Nagar, Bulandshahr, Uttar 
Pradesh-20300l, declare that name of my wife has been 
wrongly written as MANJU DEVI in my minor daughter 
namely JAGRITI, aged 5 year in her l0th Class Educational 
Documents. The actual name of my wife is MANJU, which 
may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RAMESH CHAND 
[Signature] 


It is for general information that I, AMIT KUMAR 
S/o VIJAY PAL, R/o T-H-D2/E6l/A-233 Block-D2 Jhuggies 
Nand Nagri, North East Delhi-!0093, declare that name of 
my father has been wrongly written as VIJAY PAL SINGH 
in my Election ID Card No.-CZF0664250. The actual name of 
my father is VIJAY PAL respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


AMIT KUMAR 
[Signature] 


It is for general information that I, SATISH SINGH 
BAGHEL S/o RAM SINGH BAGHEL, R/o H.No.-22, Gali 
No.-l, West Karwal Nagar, North East Delhi-0094, declare 
that name of mine and my wife has been wrongly written as 
SATISH SINGH and SUNITA in my minor daughter namely 
PRIYANSHI, aged |5 year in her school record. The actual 
name of mine and my wife are SATISH SINGH BAGHEL and 
SUNITADEVI respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SATISH SINGH BAGHEL 
[Signature] 


It is for general information that I, RANESH KUMAR 
SHARMA S/o S K SHARMA, R/o 249/6A, P.K. Road Railway 
Officer's Flats, New Delhi-!!000, declare that name of mine 
and my father has been wrongly written as RANESH 
SHARMA and S. K RAI in my Railways's service record. 
The actual name of mine and my father is RANESH KUMAR 
SHARMA and S.K SHARMA, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


RANESH KUMAR SHARMA 
[Signature] 


It is for general information that I, MANJU W/o SHYAM 
LAL, R/o D-88-B, Old Slum Paschim Puri, West Delhi, Delhi- 
0063, declare that name of my minor son has been wrongly 
written as YASH RAJ CHANDELIA in my minor son YASH 
RAJ CHANDELIYA, aged ]7 years in his l0th Class 
Educational Documents. The actual name of my minor son 
is YASH RAJ CHANDELIYA respectively, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


MANJU 
[Signature] 


It is for general information that I, GUDDU S/o ARUN, 
R/o Vill. Jalalpur, Post Rani Ki Sarai, Sethaval, Azamgarh, 
Uttar Pradesh-276207, declare that name of mine and my 
wife has been wrongly written as YOGENDER and REENA 
in my minor son namely SAURABH, aged |3 years in his 
school record. The actual name of mine and my wife are 
GUDDU and RIMA respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


GUDDU 
[Thumb Impression] 


It is for general information that I, CHIRANJIV LAL 
SHARMA S/o RAM ROOP SHARMA, R/o B-56, Gali No.-8 
Shalimar Village, Shalimar Bagh S.O, North west Delhi, Delhi- 
0088, declare that name of my wife has been wrongly 
written as GEETA SHARMA in my minor son namely 
YUVRAJ SHARMA, aged 4 years in his school record. 
The actual name of my wife is GEETA DEVI, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


CHIRANJIV LAL SHARMA 
[Signature] 


It is for general information that I, ROHIT RAJ CHOUHAN 
S/o VIJAY CHOUHAN, R/o Tanchua Mohalla, Mayur Vihar 
Phase-l, Chiila Sarodar Khadar, Delhi-ll009, declare that 
name of my father and my mother has been wrongly written 
as VIJAY and SUSHILA in my l0th & 2th Educational 
Documents. The actual name of my father and my mother 
are VIJAY CHOUHAN and SUSHILA CHOUHAN 
respectively, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


ROHIT RAJ CHOUHAN 
[Signature] 


Part IV] 


THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 3229 


It is for general information that I, BIDHAN MONDAL 
son of RAKSHIT MONDAL, residing at Plot No.-E-2], 
S/F, KH. No. 05/l, Vishwas Park, Uttam Nagar, West Delhi 
0059, declare that name of mine has been wrongly written 
as BIDHON MONDAL in my PPO No. S/0857/2007. The 
actual name of mine is BIDHAN MONDAL, which may be 
amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


BIDHAN MONDAL 
[Signature] 


It is for general information that I, SOMA PAL 
W/o SUBARTO PAL, R/o H.No.-C-6/0, Gali No.-l6, Dayal 
Pur Extn. Karawal Nagar, North East Delhi-l0094, declare 
that name of mine and my husband has been wrongly 
written as SHOBHA and SUBROTO PAL in my minor son 
namely DEVOJEET PAL, aged l6 year in his l0th class 
educational documents and as SHOBHA and SUBHROTO 
in his Birth Certificate No. MCDOLR 06624788. The actual 
name of mine and my husband are SOMA PAL and 
SUBARTO PAL respectively, which may be amended 
accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SOMA PAL 
[Signature] 


It is for general information that I, SAHIL S/o ISTIYAK 
AHMAD, R/o F-88, Sudershan Park, Ramesh Nagar, West 
Delhi, Delhi-!005, declare that name of my father has been 
wrongly written as MD ISTTYAK in my all Educational 


Documents. The actual name of my father is ISTTYAK 
AHMAD, which may be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


SAHIL 
[Signature] 


It is for general information that I, LAL SINGH 
S/o BABU LAL, R/o House No. 49, Gali Ravidas, Near Neem 
Wali Atta Chakki, Johripur Village, North East Delhi-0094, 
declare that name of mine has been wrongly written as 
LALIT KUMAR in my True Blue Restaurant Pvt. Ltd. service 
record. The actual name of mine is LAL SINGH, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 


LAL SINGH 
[Signature] 


It is for general information that I, JEET KUMAR 
S/o TILAK RAJ, R/o A3/89, 2nd floor, Paschim Vihar, New 
Delhi-63, declare name of mine and my wife has been wrongly 
written JEET KUMAR MENDIRATTA & KIRAN 
MANDIRATTA in my minor daughter DOLLY MENDIRATTA 
in her l0th class Educational Docuuments. The actual name 
are JEET KUMAR and KIRAN MENDIRATTA, which may 
be amended accordingly. 


It is certified that I have complied with other legal 
requirements in this connection. 

JEET KUMAR 

[Signature] 
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पावर ग्रिड वटामन ट्रांसमिशन लिमिटेड 
[पावर ग्रिड कॉर्पोरेशन ऑफ इंडिया लिमिटेड (भारत सरकार का उद्यम) की 400% पूर्ण स्वामित्व वाली एक सहायक कंपनी] 
शुद्धिपत्र 
बी-9, कुतुब इंस्टीट्युशनल एरिया, कटवारिया सराय, हौज खास, नई दिल्‍ली, दक्षिण पश्चिम fecei—006, दिल्‍ली 
CIN: U4220IDL2023GOI422629 


आम सूचना 


पावरग्रिड वटामन ट्रांसमिशन लिमिटेड के लिए अंग्रेजी समाचार पत्र “a इंडियन veo’, “हिन्दी समाचार पत्र”?, “राजस्थान 

पत्रिका””, “गुजराती समाचार पत्र”, “संदेश”? में दिनांक 3 अप्रैल 2024 एवं भारत का राजपत्र भाग IV दिनांक ] मई 2024 में 

का सं. 92, 93, 94 पर हिन्दी में प्रकाशित राजपत्र अधिसूचना के संदर्भ में निम्नलिखित गांव, नगर, एवं शहर भी इसके भाग 
| 


हलवद-वटामन 765 केवी डी /सी लाइन के लिए सम्मिलित किए गए अतिरिक्त गांव, कस्बे और शहर निम्नानुसार हैं:-- 


राज्य: गुजरात 


He. | गांव के नाम तहसील जिला 
4 | गाजनवाव, नारीचना, गुजरवदी, कांकपुर ध्रांगध्रा सुरेंद्र नगर 
2 | उमेदपुर लिम्बडी | सुरेंद्र नगर 
3 | मेमका, झापोदर, सांकली, भरियाड, भड़ियाद, नाना केराला वाधवन सुरेंद्र नगर 


मार्ग संरेखण की प्रति अधोहस्ताक्षरी के कार्यालय में उपलब्ध है। एतद द्वारा अधोहस्ताक्षरी के कार्यालय में इस सूचना के प्रकाशन की 
तिथि के दो महीने के भीतर प्रस्तावित पारेषण प्रणाली पर टिपण्णी / अभ्यावेदन देने के लिए आम जनता को सूचना दी जाती है | आगे 
और विवरण और स्पष्टीकरण के लिए कृपया निम्नलिखित अधिकारी से संपर्क करें : 


नाम : मनोज कुमार, परियोजना प्रभारी, पावरग्रिड वटामन ट्रांसमिशन लिमिटेड, हाउस नंबर-7, शीतलनाथ सोसायटी, मफलीपुर, 
तालुका-ढोलका, जिला-अहमदाबाद, गुजरात-382225. ई-मेल: शज्ा2७ gmail.com. 


मनोज कुमार 
परियोजना प्रभारी 
पावरग्रिड वटामन ट्रांसमिशन लिमिटेड 


पावरग्रिड अनंतपुरम कर्नूल ट्रांसमिशन लिमिटेड 
(पावर ग्रिड कॉर्पोरेशन ऑफ इंडिया लिमिटेड की पूर्ण स्वामित्व वाली सहायक कंपनी) 


कॉरपोरेट कार्यालय: “सौदामिनी”, ware सं. 2, सेक्टर-29, गुरुग्राम-422004 (हरियाणा) फोन: 0424--257400-749 


पंजीकृत कार्यालयः बी-9, कुतुब इंस्टीट्यूशनल एरिया, कटवारिया सराय, नई दिल्‍ली-440046 फोन: 044-26560442, 265602 


सार्वजनिक सूचना 


पावरग्रिड अनंतपुरम ado ट्रांसमिशन लिमिटेड (पावर ग्रिड कॉर्पोरेशन ऑफ इंडिया लिमिटेड की पूर्ण स्वामित्व वाली सहायक कंपनी) 
जिसका पंजीकृत कार्यालय बी-9, कुतब इंस्टीट्यूशनल एरिया, कटवारिया सराय, नई दिल्‍ली-440046 में है, विद्युत के पारेषण के लिए 
विद्युत लाइनें या विद्युत संयंत्र लगाने या सरकार द्वारा स्थापित या रख-रखाव किए गए या स्थापित या रख-रखाव किए जाने वाले 
टेलीग्राफ के प्रयोजन के लिए टेलीग्राफ लाइनें और पोस्ट स्थापित करने और सर्वेक्षण, निर्माण, संस्थापना, निरीक्षण, स्थापना करने और 
निम्नलिखित पारेषण लाइनों के लिए कमीशनिंग, प्रचालन, रखरखाव और अन्य कार्यों के पश्चात, भारतीय टेलीग्राफ अधिनियम, 4885 के 
तहत टेलीग्राफ प्राधिकरण के अधिकार वाले कार्यों के उचित समन्वय के लिए आवश्यक टेलीफोनिक या टेलीग्राफिक संचार के प्रयोजन 
के लिए, विद्युत अधिनियम, 2003 की aet—t64 की सभी शक्तियाँ उन्हें प्रदान करने हेतु भारत सरकार को आवेदन करने का इच्छुक है: 


योजना का नाम: अनंतपुरम (अनंतपुर) (2500 मेगावाट) और कर्नूल (000 मेगावाट), आंध्र प्रदेश में सौर ऊर्जा क्षेत्र के लिए पारेषण 
योजना | 


PaRTIV] THE GAZETTE OF INDIA, AUGUST 0, 2024 (SRAVANA 9, 946) 323] 
योजना के अंतर्गत आने वाले कार्य: 
क्र.सं. योजना का क्षेत्र क्षमता / किमी 
o7 400d] (2xi25 एमवीएआर) बस Rydex के साथ अनंतपुरम और कर्नूल जिले के 400 / 220केवी 
बीच उपयुक्त सीमा स्थान पर 400 / 220केवी, 7x500 एमवीए पूलिंग स्टेशन की स्थापना | एसएस 
(3500एमवीए) 
02 अनंतपुरम पीएस-कर्नूल-गा। पीएस 400केवी (क्वाड Aor) डी /सी लाइन 84.8 किमी. 
03 अनंतपुरम पीएस-कर्नूल-गगा पीएस 400केवी डी/सी लाइन के लिए कर्नूल- I पीएस पर लाइन बेस- 
02 अदद 400केवी लाइन बेस 02 अदद 
04 अनंतपुरम पीएस-कडप्पा 400 केवी (ears मूज) डी /सी लाइन 484.59 किमी. 
05 अनंतपुरम पीएस-कडप्पा 400 केवी S/W लाइन के लिए Hea पीएस पर 02 अदद लाइन बेस- 
400 @dt लाइन बेस 02 अदद 
ei अनंतपुरम पीएस-कडप्पा 400 केवी डी/सी लाइन के हर एक सकिट के लिए 


80 एमवीएआर 420 केवी स्विचेबल लाइन रिएक्टर 


इस योजना के अंतर्गत शामिल ट्रांसमिशन लाइनें आंध्र प्रदेश राज्य के निम्नलिखित गांवों, weal sik 


आसपास से और अंदर से होकर गुजरेंगीः 
अनंतपुरम पीएस-कर्नूल- गा पीएस 400केवी (ears) डी /सी orgs: 


शहरों के बीच से, ऊपर से, 


क्र.सं. 


ग्राम का नाम 


तहसील /मंडल 


जिला 


04 


दोनिमुक्कला, गोंडेरला, तिम्मापुरम, तिम्मापुरम AIST, नल्‍लादसारा पलल्‍ली, दोनचार्ला, 
नक्कानादोड्डी, पाताकोत्ता चेरूवु, नेलागोंडा, नक्कानादोड़ी थांडा, गोल्लालादोड्डी, 
सेवाघड़ | 


गुंतकल 


SATIN 


02 


चेरलोपल्ली, पेदोड्डी, अब्बेदोडी, अनिगानिदोड्डी, Artech, मामादुरू, राजापुरम, 
थोंडापाडु, तुरकापल्‍ली, गुत्ती सिटी, गुत्ती रूरल, एंगिलिबंडा, कोत्तापेटा, 
जक्कालाचेरुवु, इसुरल्ला पल्‍ली, ब्राह्मणापल्‍ली, एर्रागुडी 


गुत्ती 


SATIN 


03 


काचेपल्ली, अपेचेरला, वेंकटपुरम, क्रिस्टापाडु, गुत्ती अनंतपुरम, मामिलाचेरुवु, ए. 
थिम्मापुरम, एनिक्कायाकोंडा, जी वेंकटम्पल्ले, एंकिरेडिपल्ली, बंडारलापल्ली, वेरेपल्ली, 
कडारागुट्टापल्लि, क्रिस्टीपाड़ु, कोंडुपल्ली, कोत्तापलली, विरूपापुरम, अवुलमपलली, 


मल्लनीपल्ली, लक्ष्मीपल्ली, बुर्नाकुंटा, मुप्पलागुट्टा 


पेड्डा वड़ुगुरू 


SATIN 


04 


दयालमड़ुगु, श्रीरंगापुरम, केसवानायनिपेटा, चंदना पछारुमेकलापल्ली, श्रीनिवासपुरम, 
रायलाचेरुवु, चिन्नापेटा, rages, यादिकी, विरान्नापल्‍ली, विरारेड्डीपल्ली, चिक्केपल्ली, 
निट्टूर, शिवरामापुरम, चिंतामनुपल्‍ली, अड्डाकोंडा, पेने पल्‍ली, गुडीपाडु, कमालापाड़ु, 
ओबुलापुरम, कुर्माजीपेटा, बोगलाकट्टा, रामाराजुपल्ली, टुट्रालापल्ली, पेड्डापेटा, 
वेमुलापाडु, कोत्तलपल्ली, टिप्पारेड्डीपल्ली, तिर्नमपल्‍ली, कोत्तापल्‍ली | 


यादिकी 


SATIN 


05 


चिमलावागुपल्ली 


पेड्डा पप्पुरू 


SATIN 


दी 


तिम्मापल्‍ली, कोत्तुरु, ब्राह्मणापलली, वेंकटमपल्ली, बुग्गा, अय्युवरिपलली, भोगसमुद्रम, 
वरदयापल्ले, कावेशीसमुस्रम, वेंकटरेड्डी पल्‍ले, तलारीचेरुवु, तालामिट्टापल्ले, 
गंगादेवीपल्ले, गड्डारागिट्टापल्ले, गोसुवरिपल्ले | 


ताडिपत्री 


SATIN 


07 


गुरुवाणीपल्ली, पेंटीकोटा, कनकाद्रिपल्ली, राघवराजुपल्ले, कोलिमिगुंडला, 
कम्मावरिपल्ले, इतिक्याला, थिम्मनायुनिपेटा, कलवतला, नंदीपाडु, जक्कासानिकुंटा, 
कोंडामिडिपल्ले, चिंतालायालापलली, तिम्मनयनिपेटा, सतरियम चेननमपल्‍ले, कलवताला, 
कोटापाडु, कोरुमानीपल्ले, अब्दुल्लापुरम, अंकिरेड्डीपल्ली, थोलामाडुगु 


कोलिमिगुंडला 


नांदयाल 


अनंतपुरम पीएस-कडप्पा 400केवी (क्वाड) डी /सी लाइन 


क्र.सं. 


ग्राम का नाम 


तहसील /मंडल 


जिला 


04 


दोनिमुक्कला, गोंडेरला, तिम्मापुरम, तिम्मापुरम AIST, नल्‍्लादसारा पलल्‍ली, दोनचार्ला, 
नक्कानादोड्डी, पाताकोत्त चेरुवु, नेलागोंडा, नक्कानादोडी थांडा, गोल्लालादोड्ी, 
सेवाघड़ 


गुंतकल 


SATIN 


02 


पेदोडडी, अब्बेदोड़ी, अनिगनिडोड्डी, मार्नेपलली, मामादुरू, राजापुरम, थोंडापाडु, 
तुरकापल्ले, ब्राह्मणापल्‍ली, एर्रागुडी, कोट्टापेटा, चेरलोपल्ली, पुलकुंटा 


SATIN 


03 


रामाराजुपल्ली, रामाराजुपल्ली आरएस, एड्रुरू 


SATIN 


04 


कचेपल्ली, कोत्तापलल्‍ली, गुत्ती अनंतपुरम, eye, अवुलमपल्‍्ली, पेड्डावदुगुरु, 
मेडिमाकुलापल्ली, तेलिकी, लक्ष्मीपल्ली, कांडलागुडुरु, चिन्नावडुगुरु, विरुपापुरामु, 
चिंथालाचेरुवु 


SATIN 
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DM. ग्राम का नाम तहसील / मंडल जिला 
05 पुप्पाला, पी. वेंगनन्‍नापल्‍ले, गंगाराम यादिकी अनंतपुर 
कल चेरलोपल्ली, तुर्कापल्‍ली, कोंडापुरम, पेड्डयेक्कलुरु, चागल्लु, पेड्डा पप्पुरु, बोंडालाडिने, पेड्डा अनंतपुर 
गारलाडिने, धर्मापुरम, सोमनापल्‍ली, शैकुपल्ले, नारापुरम, नमननकापलले, पप्पुरू 
अम्मलाडिनेपल्ली, कोत्तापल्‍ले 
07 येरागुंटा Veoh, तिम्मापुरम ताडिपत्री SATIN 
is कोनगुंटापल्ली, अराकाटिवेमुला, कंडिकापुला, चिंताकुंटा, पुतलुरु, तक्कलापल्ली पुतलुरू SATIN 
नागिरेडडीपल्ले, नारायणापल्‍ली, सनागलागुडुरु, वेंगननापल्‍ले, गोपाराजेपल्ले 
ha कोत्तापल्‍ले, चेवनगयापल्‍ली, येनुमालाचिंथा, बेदादुरु, पोट्टीपाडु, डोनकुपल्ली, कोंडापुरम वाईएसआर 
लिंगमानेनिपल्ले, OA पल्‍ले, लावानुरु कडप्पा 
40 पैडिपलेम, adRucet, नंदयालापल्ली, सुनकेसुला, रावलाकोलानु, जंगमरेड्डी Tech, Rrefege | वाईएसआर 
मूसलरेड्डी पल्‍ली, कसानुर, थेलिकी, लोमाडा eS 
44 बोडिवारिपल्ली, बुचुपल्ले, थोंदुर, मल्लेला, गंगादेवी Test, अगादुर चेरलोपल्ले, थोंडुरू वाईएसआर 
पोठुलापल्‍्ली, बी. कोत्तापल्‍ले, उदवागंडला कडवप्पा 
42 Uae, SUITS मुड्डानूर वाईएसआर 
कडप्पा 
43 अंकिरेडीपल्ले, बसिरेड्डीपल्ले, कोम्माडी, वेंकटपुरम, अय्यावारुपल्ले, इंदुकुर, उरुटुरु, विरापा वाईएसआर 
गंडलावरिपल्ली, कोत्तापल्‍ले कीर्तिपल्ले, तालापानुरु, पायासामपल्ली, लिंगाला, नयानिपल्‍्ले Psu 
ओबायापल्ले, अलिदेनापल्‍ले 
44 राजुपालेम, बयानापल्‍ले, नासानातापुरम, चिंतारेड्डीपल्ले, चिन्नाचेपल्ले, लेटापल्ले, कमलापुरम | वाईएसआर 
एल्लारेड्डीपल्ली, दादीरेड्डीपल्ली, वंकामाडा Pst 
45 सीटीवारिपल्ले, पेडिकलावा वल्लुरू वाईएसआर 
कडप्पा 
46 कोत्तापेटा, माचानुरु, कोनायापल्‍ले, संकतिपल्ले, गंगुलापल्ले, कोंडारेड्डीपल्ले, पेंडलीमररी | वाईएसआर 
एनुगुवरिपल्ली, रल्‍लापल्ली, अय्यावरिपलले, श्रीनिवासपुरम, रामापुरम, मोयिलाकालावा, कडप्पा 
गोपालापुरम, मिट्टामिदापल्ले, हवलदारपेटा, PRAIA eel, एरालापाडु, शवशंकरापुरम, 
गंगनापल्‍ले, माल्लयापल्‍ले, गिरियापल्‍ले, वडालावारिपल्ले, तिप्पिरेड्डीपल्ले, इसुकापलल्‍ली, 
रसावरिपलले, पेसालावारिपल्ले, बिंदुराव vest, चेननामाराजुपल्ली 
47 तिरुवेणुगाराजुपल्ले, श्रीरंगाराजुपल्ली भाकारापेटा, गोल्लापल्ली, चिन्नापल्‍ले, fart वाईएसआर 
ओबुलमपलले कम्मावारीपल्ले, गोपालापुरम, बालुपल्‍्ले, पापासाहेबपेटा, बसिरेड्डीपल्ले, कोम्माडिन्ने कडप्पा 
अप्पाराजुपलले, रसूलापल्ले, कोत्तपेटा, कृष्णापुरम, बुग्गालेटीपल्ले, लिंगारेड्डीपल्ले, 
चिंताकोम्माडिन्ने, पाडिगालेपल्ले, जमालुपलले, चेरलोपल्ली, दौलतापुरम, लक्कीरेड्ीपल्ले, 
कोत्तापल्‍ले, FIA कम्पल्ले 


मार्ग संरेखण की प्रति अधोहस्ताक्षरी के कार्यालय में उपलब्ध है। एतद्द्वारा सर्व साधारण को सूचित किया जाता है कि वे इस सूचना के 
प्रकाशन की तिथि से दो महीने के अंदर अर्थात 48.07.2024 से पहले प्रस्तावित पारेषण प्रणाली पर अवलोकन » अभ्यावेदन लिखित रूप 
में अधोहस्ताक्षरी के कार्यालय में दें। अधिक विवरण और स्पष्टीकरण के लिए कृपया निम्नलिखित से संपर्क करें 


नाम : श्री एच के मौनस, पद: महाप्रबंधक, पावरग्रिड अनंतपुरम कर्नूल ट्रांसमिशन लिमिटेड 

कार्यालय का पता : पीएकेटीएल सीएओ कार्यालय, 400/220 केवी पावरग्रिड सबस्टेशन वन्नेडोड्डी गांव, कर्नूल रोड, गुत्ती-545 402 
(आं.प्र.) 

ईमेल पता : hemantkmanaus @powergrid.in, फोन नंबर / HRT नंबर : 8005493095 


पावरग्रिड बीदर ट्रांसमिशन लिमिटेड 
(पावरग्रिड कॉर्पोरेशन ऑफ इंडिया लिमिटेड की पूर्ण स्वामित्व वाली सहायक कंपनी) 


कार्पो. कार्यालय: “सौदामिनी”, प्लॉट नं. 2, सेक्टर-29, गुरूग्राम -2200 (हरियाणा), echt.:024-257700-79 


पंजी. कार्यालयः बी-9, कुतुब इंस्टीट्यूशनल एरिया, कटवारिया सराय, नई दिल्‍ली -00I6, eei.:26560I2-265602 


सार्वजनिक सूचना 


पावरग्रिड बीदर ट्रांसमिशन लिमिटेड (पावर ग्रिड कॉर्पोरेशन ऑफ इंडिया लिमिटेड की पूर्ण स्वामित्व वाली सहायक कंपनी) जिसका 
पंजीकृत कार्यालय बी-9, कुतुब इंस्टीट्यूशनल एरिया, कटवारिया सराय, नई दिल्‍ली-440046 में स्थित है, भारत सरकार के समकक्ष 
आवेदन करने की इच्छुक है /आवेदन किया है कि उसे विद्युत अधिनियम, 2003 की emei—i64 की वे सभी शक्तियां, विद्युत के पारेषण 
के लिए विद्युत लाइनें अथवा विद्युत संयंत्र स्थापित करने के वास्ते अथवा कार्यों के उचित समन्वय हेतु आवश्यक टेलीफोनिक अथवा 
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टेलीग्राफिक कम्यूनिकेशन्स के उद्देश्य के लिए, जो कि टेलीग्राफ प्राधिकरण, भारतीय टेलीग्राफ अधिनियम, 4985 के तहत सरकार 
द्वारा स्थापित अथवा अनुरक्षित या स्थापित अथवा अनुरक्षित की जाने वाली टेलीग्राफ लाइनों और पोस्ट्स के संबंध में धारण करता है, 
प्रदान की जाएं और वह निम्नलिखित लाइनों के लिए सर्वेक्षण, निर्माण, संस्थापना, निरीक्षण, निर्माण और अन्य कार्य , तदुपरांत 
कमीशनिंग, प्रचालन, अनुरक्षण और अन्य कार्य संचालित करेगी: 


योजना का नाम: बीदर (2500 मेगावाट), कर्नाटक में सौर ऊर्जा क्षेत्र के लिए पारेषण योजना | 
योजना के तहत सम्मिलित कार्य:-- 


Xi. पारेषण योजना का दायरा क्षमता /लाइन की लंबाई कि.मी. 


0l बीदर जिले में 765केवी (x240 एमवीएआर) और 400केवी | 500 एमवीए ?, 765/400 केवी आईसीटीएस - 3 नग. 
(IxI25 एमवीएआर) बस रिएक्टर के साथ 3x500 एमवीए | 500 एमवीए, 400/220 kV ICT_5 नग. 
(765/400केवी), 55500 एमवीए (400/220केवी) पूलिंग स्टेशन 


765 dl, x240 एमवीएआर बस रिएक्टर - | नग. 


की स्थापना. 
25 एमवीएआर, 420 केवी बस Regex -] नग. 
02 बीदर-महेशवरम 765केवी (SHAT) डी / सी लाईन 240 कि.मी. (अनुमानित) 
03 बीदर पीएस-महेशवरम (पीजी) जीआईएस 765कंवल डी /सी | 765 केवी लाइन खण्ड (जीआईएस) - 2 नग. 


लाईन के टर्मिनेशन के लिए महेशवरम (पीजी) जीआईएस 
सबस्टेशन पर 2 नग 765केवी लाइन खण्ड 

04 बीदर पीएस-महेशवरम (पीजी) जीआईएस 765केवी डी /सी | 240 एमवीएआर, 765 Hat रिएक्टर -4 नग. 
लाईन के बीदर पीएस छोर और महेशवरम छोर पर प्रत्येक 
सर्किट के लिए 765केवी, ix2400Kdiwr स्विचेबल लाईन 
रिएक्टर 


इस योजना के अंतर्गत शामिल पारेषण लाइनें तेलंगाना और कर्नाटक राज्यों के निम्नलिखित गांवों, Heal sik शहरों से, उनके ऊपर 
से, चारों तरफ और उनके बीच से होकर गुजरेंगी: 


बीदर-महेशवरम 765केवी (SRM) डी /सी लाईन:--- 


Xe. गांवों के नाम तहसील / मण्डल ज़िला 

] मालेगांव, सांगल, डोंगरगांव, करखियाल, बेलकोनी (बी), हासिकेरा, हासिकेरा थांडा, औरड बीदर 
खनिकेरी, मुंगल, रामू थांडा, महाडोंगाव, कप्पेकेरी, संथपुर, जोजना, जीरगा के, नंदी 
नागूर, खासिमपुर बोरगी, video, वडगांव, अलूर के, सोराहल्‍ली, खानपुर, वालेपुर, 


अंबाजी 
2 चिल्लागी बीदर बीदर 
चिमेगांव, डोंगाँव वाडी, भोपालगुड, डोंगाँव, भवानी बिजलगाँव, सांगनाल. कमल नगर बीदर 
4 माचाराम, पालुगुलागड्डा थांडा, चिंताकुंटा थांडा, जलुगड्डा थांडा, जीडिगुट्टा थांडा, बालंगार महबूबनगर 


मम्मिडीगुट्टा थांडा, गुंडेड, मोतीघनापुर, नेराल्‍लापल्ली, कुमारिकुंटा थांडा, नंदराम, 
नेरेल्लापल्ले, जीपी उटाकुंटा थांडा, रामजी थांडा, पेद्दयापलले, केथिरेड्डीपल्ले, VIR 
गुडा, राजापुर, कुरुवागेरी, खानपुर, राघवपुर, बालानगर, गौतमपुर, वनमवानीगुडा, 
हेमाजीपुर, थिम्मारेड्डीपल्ली, पेद्दारेवेल्ली, पोटलापल्ली, अप्पाजीपल्ले, राजापुर, 
pected, सेरीगुडा, अग्रहारमपोटिपल्ली, far रेवल्ली, लिंगाराम, गांधी पालेम, 
कोंडारेड्डीपल्ली, मधुरापुर, सुरराम, उदित्याल, वीरन्नापल्‍ले 


5 पेद्ययापलले, केथिरेड्डीपल्ले, विसलावथ थांडा, हेमला नायक थांडा, रंगारेड्डी गुडा, राजापुर महबूबनगर 
केथिरेड्डीपल्ले, गुंडलापोटलापल्ले, अग्रहारमपोटलापल्‍लले, बोडाजनमपेटा, कल्लेपल्ली 
I पोमलपल्ले, UST गुट्टा, लेमामिडी, चिंताकुंटापल्ले, वेमुलानर्वा, बोडानमपल्‍ले, केशमपेट, केशमपेट रंगारेड्डी 


कोथापेटा, अलवाल, पोचन्नापेट, चिंताकुंटापल्ले, इप्पलापल्ले, चौलापल्ली, पडकल, 
न्यामाथापुर, साकेत कोटला, wads, चौलापल्ले पूर्व, संथापुर 


7 हस्तेपुर, अंतराम, अनंतवरम, थिरुमालापुर, अंगादिचित्तमपल्‍ले, कंडियापल्‍्ले, बाकापुर, wdc रंगारेड्डी 
पोथिरेडीगुड़ा, नैनचेरु, खानपुर, इंद्र Wl नगर, मिर्जागुड़ा, किस्तापुर, अलूर, बस्तेपुर, 
नौलाईपलल्‍ले, कंडलापल्ले, मन्‍्नेगुड़ा, कौकुंतला, पोथिरेड्डीगुड़ा, कुथबुलापुर, मेडिकोंडा, 
रेगादिमामिदीपल्ले,  पुडगुर्थी, मित्तकांकल,  तिरुमालापुर, रेगादिदोसवाड़ा, 
एटलाएरावली, CRATE, रेगादघनपुर, SIR चंवेल्ली 
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क्रसं गांवों के नाम तहसील / मण्डल ज़िला 
7 बोबिलगाम, कोमेराबांदा, एरोनिगुडा, थिम्मा रेड्डी गुडा, नागरगुडा, पोलाराम, मुद्देगुडा, शाबाद रंगारेड्डी 
संकेपल्ली गुडा, गोल्लूगुडेम, भोंगीरपल्ले, शाबाद, कुम्मारिगुडा, कौकुंतला, 
FRETS, खानपुर, केशागुडेम, मारियापुरम, टेकुलापल्‍्ले, चेरियागुडेम, येलगोंडा 
गुडा, GYR, नरेदलगुडा, मीरापुर दरगाह, बोडामपहाड़, मनमर्री, रेगाडघनपुर, 
रेगाडिडोसवाड़ा, भीरमपल्‍ले, उत्तरासपलली, चुक्कमेट, रेगाडी चिलकमर्री, ओबागुंटा, 
नैनचेरु, एगाडिडोसवाड़ा, मक्थागुडा, देवरामपलले, एतलाएरगविल्ली, तिरुमालापुर, 
शाबाद, वेंकन्नागुडा 
fi: 9: | रेगाडी चिलकमर्री, Genie, उत्तरासपल्ली, टेकुलापल्ले, मुटपूरभिरमपल्ले agit रंगारेड्डी 
l0 | लिंगारेड्डीगुडा, अप्पारेड्डीगुडा, यल्लमपल्‍ली, मोगालागिडा, मोलोनी गड्डा थांडा, | फारूकनगर रंगारेड्डी 
रंगमपल्‍ली, रंगदामुला, रंगसमुद्रम, चौलापलले, चौलापलले पश्चिम, पीरलागुडा, 
detect, देवुनिपलली, कांदिवनम, सुवर्ण कूटर, चिंचोड़, अय्यावरिपल्ली, 
कामसनपलल्‍ले, ऋग्वेद salary, भीमाराम, Bal cist, मोलोनी TSI थांडा, 
उदित्याल, विट्ट्याल, IRA, सुरराम, सुरराम, बालानगर, यल्लमपलल्‍ली, 
एलकट्टा 
ll | रविचेडु, eR, Fae माधाराम, नागिरेड्डीगुड़ा, तकराजगुड़ा, कोंडरिगानिबोडु काडथल रंगारेड्डी 
थांडा, सलारपुर, वंपुगुड़ा, चेल्लमपल्‍ले, मैसीगांडी, दसारीपल्ली sist, पडकल, 
एकराजगुड़ा, औरम विला, कडथल, महिसम्मा, कानुगुबाई थांडा, गणुगुमरला थांडा, 
अनमास पल्‍ली, दसरलापल्ली, तरंग सिटी, एकराजगुड़ा, अनमासपल्ली 
I2 | सैरेडिगुडा, मुचेर्ला, उत्लापल्ली, सरवरवुलापल्ले, अनमास etl, मारियाकुंटा cist, कानडुकुर रंगारेड्डी 
पोचम्मारालु टांडा, सरवरवुलापल्ले, वैलकुंटा टांडा, मुहम्मदपुर, देबबदागुडा, 
दासर्लापल्‍ली, Ara नायक थांडा 
3 औदाथपुर, करमूंगी, शिकारखाना, शाहपुर नागलगिड्डा सांगरेड्डी 
4. | थोर्नल, नादिगड्डा हुकराणा मनूर सांगरेड्डी 
I5 | अमीराबाद, मुर्थुजापुर, चल्‍लकी, राघवपुर, इब्राहिमपुर, शमसुद्दीनपुर नयालकल सांगरेड्डी 
l6 | चिम्नापुर, अल्लाहपुर, धर्मपुर, रायकोडे रैकोड सांगरेड्डी 
7) | TTR, कप्पड़, तुम्ममपल्‍लली, कमलपलल्‍ली, संगम (ge), नरसापुर, बोप्पनपल्ली, झारासंगम सांगरेड्डी 
गुंटामारपल्ली, बोरेगाँव, प्यारवरम, जीरलापल्ले, देवरमपल्ली, इस्लामपुर, चिलेमामिडी. 
I8 | बोडिशेतपल्‍ली, लिंगमपलल्‍ली, मेलसंगम, मुनिपल्‍्ले, कामकोले कुनिपाल्ले सांगरेड्डी 
9 | घनापुर, मोगिलिगुंडला, कोमशेतपल्ले, थुम्मालपलली, बिकल, पिल्लीगुंडला मरपाल्ले विकराबाद 
20 | PAHS, अमराडी Be, बुरुगुपल्ले, कासलाबाद, मोमिनपेट, टेकुलापल्ली, मोमिनपेट विकराबाद 
येनकाथला, HAA, रामनाथगुडपल्ले 
2. | अर्काथला, मीनापल्‍लेकलां, थिम्मारेड्डीपल्ले, यावपुर, वट्टी मिन्नापल्‍ले, नवाबपेट, नवाबपेट विकराबाद 
येललाकोंडा, गिलगुडा, वट्टीमीनापल्ले, चिटगिद्दा, केशवपलली, एकमामिडी, 
मदीरेड्डीपल्ले, लिंगमपल्‍ले, पुलिमामिडी, अट्टापुर, चिन्वहलपेट, अकनापुर, पूलपल्ले, 
नारायणगुडेम, दत्तापुर, सिडलूर मिंगल, सिडलूर पैगाह. 
22 | सिडलूर tre, पुलुसुमामिडी, पीरमपल्‍्ले, मिर्जापुर, सिद्दुलूर, मन्‍्नेगुडा, कौकुंतला, विकराबाद विकराबाद 
23. | कंडलापलले, बाकापुर, पोथिरेड्डीगुडा, थिम्मापुर, कुथबुलपुर, चांगोमुल, मोदीपल्ले पुडुर विकराबाद 
कालन, रेगदीमामिदीपल्ले, पुडगुर्थी, कंकल, चिंतलापल्ले 


रूट अलाइनमेंट की प्रति अधोहस्ताक्षरकर्ता के कार्यालय में उपलब्ध है। आम जनता को सूचित किया जाता है कि वे इस नोटिस के 


प्रकाशन की तिथि से दो महीने के भीतर यानी 24.07.2024 से पहले अधोहस्ताक्षरकर्ता के कार्यालय में लिखित रूप में प्रस्तावित पारेषण 
प्रणाली पर टिप्पणी /अभ्यावेदन प्रस्तुत करें। आगे विवरण और स्पष्टीकरणों के लिए कृपया संपर्क करें:-- 


अपर परियोजना प्रभारी: श्री गणेश वी, पावरग्रिड बीदर ट्रांसमिशन लिमिटेड 


संपर्क व्यक्ति: श्री संतोष कुमार अर्थम, उप महाप्रबंधक, ई-मेल: santhosh.kumar@powergrid.in 


संतोष मोबाइल नं.: +9 98496 09346 


कार्यालय पता : शादनगर सीएओ, प्लॉट नं.:779, श्री साई बालाजी टाउनशिप, सोलिपुर ग्राम, शादनगर, फरूखनगर मण्डल, रंगारेड्डी 


जिला, तेलंगाना, पिनकोड: 50926 
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GUJARAT INDUSTRIES POWER COMPANY LTD. 
P.O. Ranoli Dist.-Vadodara 39!350 Gujarat-INDIA 
सार्वजनिक नोटिस 
गुजरात इंडस्ट्रीज पावर कंपनी लिमिटेड का पंजीकृत कार्यालय पीओ: रानोली, जिला- वडोदरा- 394350, गुजरात में है, जो बिजली 
अधिनियम, 2003 की धारा 64 के तहत सभी शक्तियां प्रदान करने के लिए भारत सरकार को आवेदन करने का इरादा रखता है/आवेदन किया 
है। विद्युत पारेषण के लिए विद्युत लाइनें या विद्युत संयंत्र लगाने के लिए या टेलीफोन या टेलीग्राफिक संचार के प्रयोजन के लिए कार्यों के उचित 
समन्वय के लिए आवश्यक है जो टेलीग्राफ लाइनों को रखने के संबंध में भारतीय टेलीग्राफ अधिनियम, 4885 के तहत टेलीग्राफ प्राधिकरण के 
पास है और टेलीग्राफ के प्रयोजन के लिए सरकार द्वारा स्थापित या अनुरक्षित किए जाने वाले या इस प्रकार स्थापित या अनुरक्षित किए जाने 


वाले पद सर्वेक्षण, निर्माण, स्थापना, निरीक्षण, निर्माण और अन्य कार्यों के लिए कमीशनिंग, संचालन, रखरखाव और अन्य कार्य करेंगे। 
निम्नलिखित ट्रांसमिशन योजनाएं। 


पारेषण योजना का नाम:खावड़ा थाने में आरई इंजेक्शन की निकासी के लिए ट्रांसमिशन योजना 
योजना के अंतर्गत शामिल कार्य: 


4. प्रत्येक पूलिंग सबस्टेशन (2885-4 और PSS-2) से ख्वाडा पूलिंग सबस्टेशन-॥ (KPS-Il) तक 400 kV D/C ओवर हेड ट्रांसमिशन लाइन 
का निर्माण और 


2. firava- और पीएसएस-2 को जोड़ने वाली 400 केवी लाइन का निर्माण। 
योजना के अंतर्गत शामिल ट्रांसमिशन लाइनें निम्नलिखित गांवों, कस्बों और शहरों के बीच से, ऊपर से, आसपास से होकर गुजरेंगी 


गांव का नाम तहसील ज़िला 


खावडा भुज कच्छ 


मार्ग संरेखण की प्रति अधोहस्ताक्षरी के कार्यालय में उपलब्ध है। इसके द्वारा आम जनता को इस नोटिस दिया जाता है कि वे इस नोटिस के 
प्रकाशन की तारीख से दो महीने के भीतर अधोहस्ताक्षरी के कार्यालय को लिखित रूप में प्रस्तावित ट्रांसमिशन सिस्टम पर अवलोकन/प्रतिवेदन 
दें। अधिक विवरण और स्पष्टीकरण के लिए कृपया संपर्क करें: 


नाम :  ए के वैष्णव 

पद का नाम : महाप्रबंधक 

कार्यालय का पता : डाकघर: रानोली, जिला। वडोदरा-394350, गुजरात। 
मेल पता : akvaishnav@gipcl.com 

ईमेल पता फ़ोन: +9 9909035326 

नं./फैक्स नं. | +94-265-2230029 


POWERGRID VATAMAN TRANSMISSION LIMITED 
[A fully owned subsidiary of Powergrid Corporation of India Limited (Govt of India Enterprises) | 
CORRIGENDUM 
B-9, Qutab Institutional Area, Katwaria Sarai, Hauz Khas, New Delhi, Southwest Delhi-!!006, Delhi 
CIN: U4220lDL2023GOI422629 
PUBLIC NOTICE 


In reference to the paper publication published in the English newspaper “The Indian Express”, Hindi newspaper “Rajasthan 
Patrika”, Gujarati newspaper “Sandesh” on l3 April 2024 and Gazette Notification published in English page 
No. 96,97,!9I8 in The Gazette of India Part IV dated May °2024 for POWERGRID VATAMAN TRANSMISSION 
LIMITED, the following additional villages, towns and cities were also part of it. 


The additional villages, towns and cities covered for Halvad —-Vataman 765 kV D/c line are as follows: — 
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STATE: GUJARAT 


SI.No. | Names of the Village Tehsil District 

Gajanvav, Narichana Gujarwadi, Kankpur Dhrangadhra Surendra Nagar 
2 Umedpur Limbdi Surendra Nagar 
3 Memka, Jhapodar, Sankli, Bhariad, Bhadiyad, Nana Kerala Wadhwan Surendra Nagar 


Copy of the route alignment is available in the office of the undersigned. Notice is hereby given to the general public to make 
observation / representation on the proposed transmission system within two months from the date of publication of this 
notice to the office of the undersigned in writing. For further particulars and clarifications, please contact Manoj Kumar, 
Project In-charge, POWERGRID VATAMAN TRANSMISSION LIMITED, House No-7, Shitalnath society, Maflipur, 
Taluka-Dholka, District-Ahmedabad, Gujarat-382225, Email- vtlwr2@ gmail.com. 


MANOJ KUMAR 
Project In-Charge 
Powergrid Vataman Transmission Limited 


POWERGRID ANANTHPURAM KURNOOL TRANSMISSION LIMITED 
(A Wholly Owned Subsidiary of Power Grid Corporation of India Limited) 
Corp. Office : “Saudamini’”, Plot No.2, Sector-29, Gurugram-2200I(Haryana) Tel :0!24-25700-79 
Regd. Office: 8-9, Qutab Institutional Area, Katwaria Sarai, New Delhi — 006, Tel : 0!-26560I2,265602] 
PUBLIC NOTICE 

POWERGRID ANANTHPURAM KURNOOL TRANSMISSION LIMITED (A Wholly Owned Subsidiary of Power Grid 
Corporation of India Limited) having its Registered Office at B-9, Qutab Institutional Area, Katwaria Sarai, New Delhi — 
006 intends to apply to Government of India to confer upon them all the powers of Section-64 of Electricity Act, 2003 
for placing Electrical Lines or Electrical Plant forthe transmission of electricity or for the purpose of telephonic or 
telegraphic communications necessary for the proper coordination of works which telegraph authority possess under the 
Indian Telegraph Act, l885 with respect to the placing of telegraph lines and posts for the purpose of a telegraph established 
or maintained, by the Government or to be so established or maintained and will undertake the survey, construction, 
installation, inspection, erection and other works to be followed by commissioning, operation, maintenance and other works 
for the following transmission lines :— 


Name of the Scheme:Transmission Scheme for Solar Energy Zone in Ananthpuram (Ananthapur) (2500 MW) and Kurnool 
(000 MW), Andhra Pradesh. 


Works covered under the scheme: 


SLNo. Scope of the Scheme Capacity/km 
Ol Establishment of 400/220kV, 7x500 MVA Pooling station at suitable border 400/220kV 
location between Ananthpuram and Kurnool district with 400kV (2xl25 MVAR) SS(3500MVA) 
bus reactor. 
02 Ananthpuram PS-Kurnool-III PS 400kV (Quad moose) D/C line 84.8km 
03 2 Nos. 400kV Line bays at Kurnool-III PS for Ananthpuram PS-Kurnool-IIIPS 400 Line bays- 
kV D/C line 02Nos 
04 Ananthpuram PS-Cuddapah400kV (Quad moose) D/C line 84.59 km 
05 2 Nos. 400kV Line bays at Cuddapah PS for Ananthpuram PS-Cuddapah 400kV Line bays- 
D/C line 02Nos 
a 80 MVAR 420kV switchable Line Reactor at Ananthpuram PS for each circuit of 
Ananthpuram PS— Cuddapah 400k V D/C line 


The transmission lines covered under the scheme will pass through, over, around and between the following villages, towns 
and cities in Andhra Pradesh State: 


Ananthpuram PS-Kurnool - II PS 400kV (Quad) D/C line:-— 
SLNo. Name of the Village Tahsil/Mandal District 


Ol Donimukkala, Gonderla, Timmapuram, Timmapuram Thanda, Guntakal Anantapur 
Nalladasara palli, Doncharla, Nakkanadoddi, Patakottacheruvu, 
Nelagonda, Nakkanadoddi Thanda, Gollaladoddi, Sevaghad. 
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SLNo. 


Name of the Village 


Tahsil/Mandal 


District 


02 


Cherlopalli, Peddoddi, Abbedoddi, Aniganidoddi, Marnepalli, 
Mamaduru, Rajapuram, Thondapadu, Turakapalli, Gooty City, 
Gooty Rural, Engilibanda, Kottapeta, Jakkalacheruvu, Isuralla 
palli, Brahmanapalli, Erragudi 


Gooty 


Anantapur 


03 


Kachepalli, Appecherla, Venkatapuram, Kristapadu, Gooty 
Anantapuram, Mamillacheruvu, A.Thimmapuram, Enikkayakonda, 
G Venkatampalle, Ankireddypalli, Bandarlapalli, Verepalli, 
Kadaraguttapalli, Krishtipadu, Kondupalli, Kottapalli, Virupapuram, 
Avulampalli, Mallenipalli, Lakshimipalli, Burnakunta, Muppalagutta 


Pedda Vaduguru 


Anantapur 


04 


Dayyalamadugu, Srirangapuram, Kesavanayanipeta, Chandana 
Pachharumekalapalli, Srinivasapuram, Rayalacheruvu, 
Chinnapeta, Pinnapuram, Yadiki, Virannapalli, Virareddipalli, 
Chikkepalli, Nittur, Sivaramapuram, Chintamanupalli, 
Addakonda, Penne palli, Gudipadu, Kamalapadu, Obulapuram, 
Kurmajipeta, Bogalakatta, Ramarajupalli, Tutrallapalli, Peddapeta, 
Vemulapadu, Kottalapalli, Tippareddypalli, Tirnampalli, 
Kottapalli. 


Yadiki 


Anantapur 


05 


Chimalavagupalli. 


Pedda Pappuru 


Anantapur 


P 


Timmapalli, Kotturu, Brahmanapalli, Venkatampalle, Bugga, 
Ayyavaripalli, Bhogasamudram, Varadayapalle, Kaverisamusram, 
Venkatareddy Palle, Talaricheruvu, Talamittapalle, Gangadevipalle, 
Gaddaragittapalle, Gosuvaripalle. 


Tadipatri 


Anantapur 


07 


Ananthpur 


Guruvanipalli, Pentikota, Kanakadripalli, Raghavarajupalle, 
Kolimigundla, Kammavaripalle, Itikyala, Thimmanayunipeta, 
Kalvatala, Nandipadu, Jakkasanikunta, Kondamidipalle, 
Chintalayalapalli, Timmanayanipeta, Satriam Chennampalle, 
Kalvatala, Kotapadu, Korumanipalle, Abdullapuram, 
Ankireddypalli, Thollamadugu. 


am PS-Cuddapah 400kV (Quad) D/C line 


Kolimigundla 


Nandyal 


Ol 


02 


Donimukkala, Gonderla, Timmapuram, Timmapuram Thanda, 
Nalladasarapalli, Doncharla, Nakkanadoddi, Patakottacheruvu, 
Nelagonda, Nakkanadoddi Thanda, Gollaladoddi, Sevaghad. 


Peddoddi, Abbedoddi, Aniganidoddi, Marnepalli, Mamaduru, 
Rajapuram, Thondapadu, Turakapalle, Brahmanapalli, Erragudi, 
Kottapeta, Cherlopalli, Pulakunta, 


Guntakal 


Anantapur 


Anantapur 


03 


Ramarajupalli, Ramarajupalli RS, Edururu 


Pamidi 


Anantapur 


04 


Kachepalli, Kottapalli, Gooty Anantapuram, Miduthuru, 
Avulampalli, Peddavaduguru, Medimakulapalli, Teliki, 
Lakshimipalli, Kandlaguduru, Chinnavaduguru, Virupapuramu, 
Chinthalacheruvu 


Pedda Vaduguru 


Anantapur 


05 


Puppala, P. Vengannapalle, Gangaram. 


Yadiki 


Anantapur 


a 


Cherlopalli, Turkapalli, Kondapuram, Peddayekkaluru, Chagallu, 
Pedda Pappuru, Bondaladinne, Garladinne, Dharmapuram, 
Somnapalli, Shaikupalle, Narapuram, Namanankapalle, 
Ammaladinnepalli, Kottapalle. 


Pedda Pappuru 


Anantapur 


07 


Yerraguntapalli, Timmapuram. 


Tadipatri 


Anantapur 


a 8 


Konaguntapalli, Arakativemula, Kandikapula, Chinthakunta, 
Putluru, Thakkalapalli, Nagireddipalle, Narayanapalli, 
Sanagalaguduru, Vengannapalle, Goparajepalle, 


Putluru 


Anantapur 


ae 


Kottapalle, Chevanagayapalli, Yenumalachintha, Bedaduru, 
Pottipadu, Donkupalli, Lingamanenipalle, Chennamanenipalle, 
Lavanuru 


Kondapuram 


YSR kadapa 
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SLNo. 


Name of the Village 


Tahsil/Mandal 


District 


0 


Paidipalem, Chevveripalle, Nandyalapalli, Sunkesula, 
Ravalakolanu, Jangamreddypalli, Musalreddypalli, kasanur, 
Theliki, Lomada 


Simhadripuram 


YSR kadapa 


il 


Bodivaripalli, Buchupalle, Thondur, Mallela, Gangadevi Palle, 
Agadur Cherlopalle, Potulapalli, B.Kottapalle, Udavagandla. 


Thonduru 


YSR kadapa 


2 


Sompalle, Uppaluru 


Muddanur 


YSR kadapa 


3 


Ankireddipalle, Basireddipalle, Kommaddi, Venkatapuram, 
Ayyavarupalle, Indukur, Uruturu, Gandlavaripalli, Kottapple 
Kirtipalle, Talapanuru, Payasampalli, Lingala, Obayapalle, 
Alidena palle. 


Virapa Nayanipalle 


YSR kadapa 


4 


Rajupalem, Bayanapalle, Nasanatapurm, Chintareddipalle, 
Chinnacheppalle, Letapalle, Yellareddy palli, Dadireddypalli, 
Vankamada 


Kamalapuram 


YSR kadapa 


5 


Sitivaripalle, Paidikalava 


Valluru 


YSR kadapa 


6 


Kottapeta, Machanuru, Konayapalle, Sankatipalle, Gangulapalle, 
Kondareddypalle, Enuguvraipalli, Rallapalli, Ayyavaripalle, 
Srinivasapurum, Ramapuram, Moyillakalava, Gopalapuram, 
Mittamidapalle, Havaldarpeta, Suratkhanpalle, Eralapadu, 
Shivashankarapuram, Ganganapalle, Mallayapalle, Giriyapalle, 
Vadalavaripalle, Tippireddipalle, Isukapalli, Rasavaripalle, 
Pesalavaripalle, Bindurao palle, Chennamarajupalli 


Pendlimarri 


YSR kadapa 


[7 


Tiruvenugarajupalle, Srirangarajupalli, Bhakarapeta, Gollapalli, 
Chinnapalle, Obulampalle Kammavaripalle, Gopalapuram, 
Balupalle, Papasahebpeta, Basireddipalle, Apparajupalle, 
Rasulapalle, Kottapeta, Krishnapuram, Buggaletipalle, 
Lingareddipalle, Chintakommadinne, Padigalepalle, Jamalupalle, 
Cherlopalli, Daulatapuram, Lakkireddipalle, Kottapalle, 
Chinnakampalle. 


Chinna kommadinne 


YSR kadapa 


Copy of the Route Alignment is available in the office of the undersigned. Notice is hereby given to the general public to 
make observation/representation on the proposed transmission system within two months from the date of publication of this 
notice i.e., before 8.07.2024 to the office of undersigned in writing. For further particulars and clarifications, please contact : 


Name: Shri H K MAUNAS 


Designation: General Manager, POWERGRID Ananthpuram Kurnool Transmission Limited 


Office Address: PAKTL CAO Office, C/o 400/220 kV POWERGRID Substation Vannedoddi Village, Kurnool Road, 
Gooty— 55 402 (AP) 


Email Address:hemantkmanaus @ powergrid.in 


Phone No./Fax.No.: 8005493095 


PUBLIC NOTICE 


Corp. Office: “Suadamini”, Plot no. 2, Sector-29, Gurugram-!2200] (Haryana), Tel.:0!24-257700-79 
Reg. Office: 8-9, Qutab Institutional Area, Katwaria Sarai, New Delhi-006, Tel.:265602-26560I2 


POWERGRID BIDAR TRANSMISSION LIMITED (A Wholly Owned Subsidiary of Power Grid Corporation of India 
Limited) having its Registered Office at 8-9, Qutab Institutional Area, Katwaria Sarai, New Delhi — 006 intends to apply 
/ has applied to Government of India to confer upon them all the powers of Section-l64 of Electricity Act, 2003 for placing 


Electrical Lines or Electrical Plant for 


the transmission of electricity or for the purpose of telephonic or telegraphic 


communications necessary for the proper coordination of works which telegraph authority possess under the Indian 
Telegraph Act, 885 with respect to the placing of telegraph lines and posts for the purpose of a telegraph established or 
maintained, by the Government or to be so established or maintained and will undertake the survey, construction, 
installation, inspection, erection and other works to be followed by commissioning, operation, maintenance and other works 
for the following transmission lines :— 


Name of the Scheme: Transmission Scheme for Solar Energy Zone in Bidar (2500 MW), Karnataka. 
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Works covered under the scheme:— 
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circuit at Bidar PS end & Maheshwaram end of Bidar 
PS - Maheshwaram (PG) GIS 765kV D/C line 


SLNo. Scope of the Transmission Scheme Capacity / line length km 
Ol Establishment of 3xl500 MVA (765/400kV), 55500 | 500 MVA, 765/400 kV ICTs - 3 nos. 
MVA (400/220kV) pooling station in Bidar District | 500 MVA, 400/220 kV ICT—5 nos. 
with 765kV (x240 MVAR) and 400kV ( xI25 765 kV, ix240 MVAr Bus reactor — | nos. 
MIVAR) Bis Beacon I25 MVAr, 420 kV Bus reactor — | nos. 
02 Bidar-Maheshwaram 765kV (Hexa) D/C line 240 km (approx) 
03 2 nos. of 765kV line bays at Maheshwaram (PG) GIS | 765 kV line bays (GIS) - 2 nos. 
substation for termination of Bidar PS — Maheshwaram 
(PG) GIS 765kV D/C line 
04 765kV, x240MVAR Switchable Line Reactor for each | 240 MVAr, 765 kV reactor — 4 nos. 


The transmission lines covered under the scheme will pass through, over, around and between the following villages, towns 
and cities in Telangana & Karnataka states: — 


Bidar-Maheshwaram 765kV (Hexa) D/C line: — 


SLNo. 


Name of Villages 


Tahsil/Mandal 


District 


Malegaon, Sangal, Dongargoan, Karkhiyal, Belkoni(B), Hassikera, 
Hassikera Thanda, Khanikeri, Mungal, Ramu Thanda, Mahadongaon, 
Kappekeri, Santhpur, Jojna, Jeerga K, Nandi Nagoor, Khasimpur Borgi, 
Shambelli, Wadgaon, Alur K, Sorahalli, Khanapur, Wallepur, Ambaji. 


Aurad 


Bidar 


Chillagi 


Bidar 


Bidar 


Chimegaon, Dongaon Wadi, Bhopalgud, Dongaon, Bhavani Bijalgaon, 
Sangnal 


Kamal Nagar 


Bidar 


Macharam, Palugulagadda Thanda, Chintakunta Thanda, Jalugadda Thanda, 
Jeedigutta Thanda, Mammidigutta Thanda, Gunded, Mothighanapur, 
Nerallapally, Kummarikunta Thanda, Nandaram, Nerellapalle, Gp Utakunta 
Thanda, Ramji Thanda, Peddayapalle, Kethireddipalle, Rangareddy Guda, 
Rajapur, Kuruvageri, Khanapur, Raghvapur, Balanagar, Gouthapur, 
Vanamavaniguda, Hemajipur, Thimmareddypally, Peddarevelly, Potlapally, 
Appajipalle, Rajapur, Kallepalle, Seriguda, Agraharampotiipalle, Chinna 
Revalli, Lingaram, Gandhi Palem, Kondareddypally, Madhurapur, Suraram, 
Udithyal, Veerannapalle. 


Balanagar 


Mahbubnagar 


Peddayapalle, Kethireddipalle, Vislavath Thanda, Hemla Nayak Thanda, 
Rangareddy Guda, Kethireddipalle, Gundlapotlapalle, Agraharampotlapalle, 
Bodajanampeta, Kallepally 


Rajapur 


Mahbubnagar 


Pomalpalle, Pedda Gutta, Lemamidi, Chintakuntapalle, Vemulanarva, 
Bodanampalle, Keshampet, Kothapeta, Alwal, Pochannapet, 
Chinthakuntapally, Ippalapalle, Chowlapally, Padakal, Nyamathapur, 
Saketh Kotla, Ravichedu, Chowlapalle East, Santhapur. 


Keshampet 


Rangareddy 


Hasthepur, Antharam, Ananthavaram, Thirumalapur, Angadichittampalle, 
Kandiapalle, Bakapur, Pothireddiguda, Naincheru, Khanapur, Indra Reddy 
Nagar, Mirjaguda, Kistapur, Aloor, Bastepur, Nowlaipalle, Kandlapalle, 
Manneguda, Kowkuntla, Pothireddiguda, Quthbulapur, Medikonda, 
Regadimamidipalle, Pudgurthy, Mittakankal, Tirumalapur, Regadidoswada, 
Etlaerravaly, Devarampalle, Regadghanapur, Bastepur Chanvelli 


Chevella 


Rangareddy 


Bobbilgam, Komerabanda, Erroniguda, Thimma Reddy Guda, Nagarguda, 
Polaram, Muddemguda, Sankeypalli Guda, Gollugudem, Bhongirpalle, 
Shabad, Kummariguda, Kowkuntla, Mallareddyguda, Khanapur, 
Keshagudem, Mariapuram, Tekulapalle, Cheriagudem, Yelgonda Guda, 
Kasthepur, Naredlaguda, Meerapur Dargah, Bodampahad, Manmarri, 
Regadghanapur, Regadidoswada, Bhirampalle, Uttaraspally, Chukkammet, 
Regadi Chilakamarri, Obagunta, Naincheru, Egadidoswada, Makthaguda, 
Devarampalle, Etalaerravally, Tirumalapur, Shabad, Venkannaguda 


Shabad 


Rangareddy 
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Name of Villages 


Tahsil/Mandal 


District 


Regadi Chilakamarri, Chukkammet, Uttaraspally, Tekulapalle, 
Mutpoorbhirampalle 


Kondurg 


Rangareddy 


Lingareddyguda, Appareddyguda, Yallampally, Mogalagidda, Molloni 
Gadda Thanda, Rangampally, Rangadamula, Rangasamudram, 
Chowlapalle, Chowlapalle West, Peerlaguda, Chowlapalle, Devunipally, 
Kandivanam, Suvarna Kutter, Chinchod, Ayyavaripally, Kamsanpalle, 
Rigveda Indeevaram, Bheemaram, Urenki Tanda, Molloni Gadda Thanda, 
Udithyal, Vittyal, Veerannapalya, Suraram, Suraram, Balanagar, 
Yallampally, Elkatta 


Farooqnagar 


Rangareddy 


il 


Ravichedu, Nyamathapur, Maktha Madharam, Nagireddiguda, Takrajguda, 
Kondriganibodu Thanda, Salarpur, Vampuguda, Chellampalle, Maisigandi, 
Dasaripally Thanda, Padakal, Ekrajguda, Aurum Villa, Kadthal, 
Mahisamma, Kaanugubai Thanda, Gaanugumarla Thanda, Anmas Pally, 
Dasarlapally, Tarang City, Ekrajguda, Anmaspally 


Kadthal 


Rangareddy 


2 


Saireddyguda, Mucherla, Utlapally, Sarvaravulapalle, Anmas Pally, 
Mariakunta Tanda, Pochammaralu Tanda, Sarvaravulapalle, Vailkunta 
Tanda, Muhammadpur, Debbadaguda, Dasarlapally, Lacha Nayak Thanda 


Kandukur 


Rangareddy 


3 


Audathpur, Karamungi, Shikarkhana, Shapur 


Nagalgidda 


Sangareddy 


4 


Thornal, Nadigadda Hukrana 


Manoor 


Sangareddy 


5 


Ameerabad, Murthujapur, Challaki, Raghavapur, Ibrahimpur, 
Shamsuddinpur 


Nyalkal 


Sangareddy 


6 


Chimnapur, Allahpur, Dharmapur, Raikode 


Raikode 


sangareddy 


[7 


Gangapur, Kappad, Tummanapally, Kamalpally, Sangam(khurd), Narsapur, 
Boppanpally, Guntamarpally, Boregaon, Pyarawaram, Jeerlapalle, 
Devarampally, Islampur, Chilemamidi. 


Jharasangam 


Sangareddy 


8 
9 


Bodishetpally, Lingampally, Melasangam, Munipalle, Kamkole 
Ghanapur, Mogiligundla, Komshetpalle, Thummalapally, Bikal, Pilligundla 


Munipalle 
Marpalle 


Sangareddy 
Vikarabad 


20 


2I 


Kolkunda, Amradi Khurd, Burugupalle, Kaslabad, Mominpet, Tekulapally, 
Yenkathala, Kothlapur, Ramnathgudpalle 


Arkathala, Meenapallekalan, Thimmareddypalle, Yavapur, Vatti 
Minnapalle, Nawabpet, Yelllakonda, Gillaguda, Vattimeenapally, 
Chitgidda, Keshavpally, Ekmamidi, Madireddipalle, Lingampalle, 
Pulimamidi, Attapur, Chinvhalpet, Aknapur, Poolapalle, Narayangudem, 
Dathapur, Sidloor Mingal, Sidloor Paigah. 


Mominpet 


Nawabpet 


Vikarabad 


Vikarabad 
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Sidloor Paigah, Pulusumamidi, Peerampalle, Mirzapur, Sidduloor, 
Manneguda, Kowkuntla, 


Vikarabad 


Vikarabad 
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Kandlapalle, Bakapur, Pothireddiguda, Thimmapur, Quthbulapur, 
Changomul, Modipalle Kalan, Regadimamidipalle, Pudgurthy, Kankal, 
Chintalapalle 


Pudur 


Vikarabad 


Copy of the Route Alignment is available in the office of the undersigned. Notice is hereby given to the general public to 
make observation/representation on the proposed transmission system within two months from the date of publication of this 
notice i.e., before 24.07.2024 to the office of undersigned in writing. For further particulars and clarifications, please contact: 


Additional Project In charge: Shri Ganesh V, POWERGRID Bidar Transmission Limited. 
Contact Person: Shri Santhosh Kumar Artham, DGM, Email: santhosh.kumar@ powergrid.in 
Santhosh mob: +9 98496 09346 


Office Address: Shadnagar CAO, Plot No:779, Sri Sai Balaji Township, Solipur Village, Shadnagar, Farukhnagar mandal, 
Rangareddy Dist, Telangana. Pincode: 50926. 


GUJARAT INDUSTRIES POWER COMPANY LTD. 
P.O. Ranoli Dist.-Vadodara 39!350 Gujarat-INDIA 
PUBLIC NOTICE 
Gujarat Industries Power Company Limited having its registered office at PO: Ranoli, Dist.- Wadodara-39350, Gujarat, 
intends to apply /has applied to the Government of India to confer upon him all the powers under Section 64 of the 
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Electricity Act, 2003 for the placing of electric lines or electrical plant for the transmission of electricity or for the purpose of 
telephonic or telegraphic communications necessary for the proper coordination of works which telegraph authority possess 
under the Indian Telegraph Act, 885 with respect to the placing of telegraph lines and posts for the purpose of a telegraph 
established or maintained, by the Government or to be so established or maintained and will undertake the survey, 
construction, installation, inspection, erection and other works to be followed by commissioning, operation, maintenance and 
other works for the following transmission schemes. 


Name of the transmission scheme: Transmission scheme for evacuation of RE injection at Khavda P.S. 

Works covered under the scheme:— 

l. Construction of 400 kV D/C over head transmission line from each Pooling Substation (PSS-l & PSS-2) to Khvada 
Pooling Substation-IT (KPS-I) and 

2. Construction of 400 kV line connecting to PSS-I and PSS-2. 


The transmission lines covered under the scheme will pass through, over, around, and between the following villages, towns 
and cities, 


Name of the villages Tehsil Bei] 
Khavda Bhuj Kutch 


Copy of the route alignment is available in the office of the undersigned. Notice is hereby given to the general public to make 
observation/ representation on the proposed transmission system within two months from the date of publication of this 
notice before 2.07.2024 to the office of the undersigned in writing. For further particulars and clarifications please 
contact:— 


Name : AK VAISHNAV 

Designation : GENERAL MANAGER 

Office Address : PO: RANOLI, DISTT. VADODARA -39350, GUJARAT. 
Email Address : akvaishnav@ gipcl.com 

Email Address Phone : +9! 9909035326 

No. /Fax No. : +9-265-2230029 
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